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FOREWORD 

This report is a description of the Whirlwind 
electronic digital computers under development at 
the Servomechanisms Laboratory of M. I. T. for 
the Office of Naval Research. The arithmetic na- 
ture and the physical nature of the computers are 
covered briefly, and the block diagrams for the 
prototype computer WWI are discussed in some 
detail. 
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1. INTRODUCTION 

1.1 The Whirlwind Computers ■ 

The Whirlwind Computers will be of the 
high-speed electronic type in which numbers will 
be handled as video signals and computation will 
be carried out in digital form. Digit transmission 
will be of the parallel type. The basic principle 
of the machines is to carry out one arithmetic op- 
eration at a time and to depend upon high operat- 
ing speed rather than simultaneous computing 
operations to shorten the solution time of problems. 
The performance of a single arithmetic operation at 
a time will greatly simplify the setup of problems, 
and it is considered more feasible to obtain high 
operating speed than to complicate the equipment 
with simultaneous operations. 

Numbers will be handled in the binary sys- 
tem of notation. This system, which makes use 
of only the digits zero and one, is especially well 
suited for use in electronic video circuits. The op- 
erators and those using the Whirlwind Computers 
for the solution of problems will, of course, work 
in the decimal system. Suitable conversion equip- 
ment will be provided at the input and output to 
transfer between the decimal and binary number 
bases. 

The computers will have large internal stor- 
age of the high-speed type which can be used 
interchangeably for either control orders or nu- 
merical values. Sufficient internal storage will be 
provided to permit solution of most of the problems 
now contemplated without the use of an external 
slower-speed storage. Sufficient flexibility in con- 
trol will, however, be provided to make possible 
the addition of external storage for supplementing 
internal storage when this becomes necessary and 
when satisfactory external storage media have been 
developed. 

The Whirlwind Computer will use parallel 
digit transmission over a bus system providing one 
channel for each binary digit of the numerical 
values. 

Figure 1 shows a simplified block diagram 
of the Whirlwind type computer. Figure 46 shows 
a more complete block diagram which will be dis- 
cussed in later sections. Each major unit of the 
computer can transmit digits to the parallel digit 
transfer bus and can receive digits from this bus. 



The operation of the various output and input gates 
between the bus and units of the computer is con- 
trolled in the proper sequence by the central control 
unit. 

The basic impulse rate for operation of the 
computer will be one megacycle. Pulses at a repe- 
tition rate of one megacycle will be transmitted 
from the central control to the other elements of 
the Whirlwind Computer. Within the Arithmetic 
Element itself, however, this basic impulse rate 
of one megacycle will be increased to two or pos- 
sibly four megacycles in order to. obtain higher 
multiplying rates. The Arithmetic Element will 
operate at this higher frequency with pulses of 
1/10 microsecond duration or less. For a com- 
puter carrying numbers forty binary digits in 
length, these operating frequencies make possible 
a multiplication interval of forty to fifty micro- 
seconds. This interval is sufficient for all opera- 
tions necessary in a multiplication of two forty- 
digit binary numbers, including transfers to and 
from storage. 

Control orders, initial data, and partial and 
intermediate results will be stored in electrostatic 
storage tubes. These tubes will be of the beam 
deflection type with storage of ones and zeros as 
positive and negative charges on a dielectric sur- 
face. Appropriate circuits will be provided with 
the storage system so that stored signals will be 
self-maintaining and so that repeated extraction 
of a single number from storage is possible. Eras- 
ing of a stored signal will not be necessary prior 
to storage of a new value. Storage will therefore 
present no restrictions to the manner in which a 
problem may be programmed or solved. 

It is anticipated that except for the electro- 
static storage tube, most vacuum tubes in the com- 
puter will be of standard types. 

Orders and numbers may be stored inter- 
changeably in the computer storage system. 
Greater flexibility is thereby achieved, and any 
arbitrary division may be made between orders and 
numerical values in the computer storage. Prob- 
lems with a small controlling program and a large 
amount of initial data, or problems with a large 
controlling program and small initial data and 
partial results, may be handled with equal flex- 
ibility. 



1.2 THE PRESENT SET OF BLOCK DIAGRAMS 



1.11 Whirlwind I Computer 

The Whirlwind I Computer is being designed 
as a prototype for the Whirlwind II system. The 
Whirlwind I system will initially be used to study 
and test the circuits and operating principles which 
will go into the Whirlwind II Computer. The 
Whirlwind I system, though intended principally 
as a prototype mechanism, will nevertheless have 
greater speed, flexibility, and storage capacity than 
digital computers in existence at the present time. 
Following preliminary performance tests, it will be 
used for research into the mathematics of numerical 
analysis and digital computation. It will provide 
a computing system for studying digital computer 
applications and for laying the foundation necessary 
for effective use of the Whirlwind II system. 

The Whirlwind I Computer is being planned 
for a storage capacity of 2,048 numbers of 16 binary 
digits each. Sixteen binary digits are sufficient 
for the storage of control orders and are satisfac- 
tory for a very few mathematical problems. In 
order that the Whirlwind I Computer may be ef- 
fective for general mathematical work, it will be 
arranged fo compute with numbers having a length 
which is any required multiple of 16 binary digits. 
Setting up problems for computation of multiple- 
length numbers will be no more difficult than the 
programming of solutions in the basic number 
length of 16 digits. 

1.12 Whirlwind II Computer 

Detailed design of the Whirlwind II Com- 
puter has not been started. In general, it will be 
an extension of the Whirlwind J system to a larger 
number of digits and a greater storage capacity. 
Basic operating speeds will remain the same as in 
Whirlwind I. It is expected that 640,000 binary 
digits of high-speed internal storage will be pro- 
vided in the Whirlwind II system. Number length 
in the Whirlwind II Computer will lie between 40 
and 46 binary digits. 

It is expected that the Whirlwind II Com- 
puter will be very similar to the Whirlwind I and 
will incorporate only those changes found desirable 
after observation of performance of the Whirlwind 
I system. Photographic input and output will be 
provided. Some form of magnetic storage may be 
used with the Whirlwind II system for those ap- 
plications where an erasable medium is necessary. 

1.2 The Present Set of Block Diagrams 

In the present set of block diagrams the 



basic nature of the Whirlwind Computers is de- 
scribed. The more fundamental arithmetic opera- 
tions of addition, subtraction, multiplication, and 
division are discussed in detail as are the control 
operations of subprogramming, digit extraction, 
shifting, and certain special operations. 

Operation of the Arithmetic Element and 
the central control is explained with timing di- 
agrams showing time relationships of pulses for 
executing the required computer operations. 

The control orders discussed are only a 
partial list of those to be available in the Whirlwind 
I Computer. Control orders still to be developed 
include operations with absolute numbers, input 
and output, start and stop signals, and computation 
with multiple-length numbers. 

The present block diagrams do not treat 
electrostatic storage, decimal-binary converters, or 
input and output devices, because studies are not 
yet completed. To make the block diagrams work- 
able and to permit testing of computer components, 
as they are completed, a small amount of "test stor- 
age" is illustrated. This test storage provides 32 
words of 16 binary digits each including 5 words 
of high-speed vacuum-tube flip-flop storage, and 
27 words of manually set toggle-switch storage. 
The basic computer system has been so designed 
that it is largely independent of the final high- 
capacity storage characteristics, and the electro- 
static storage can be added to the system as it 
becomes available. It is anticipated that the test 
storage will be retained in the final system for 
checking purposes. 

An incomplete treatment of checking is pre- 
sented. Checking of transfers is incorporated, but 
automatic checking, programmed check problems, 
mathematical checks, checking by duplicate opera- 
tion, and trouble-shooting facilities have not been 
sufficiently studied and will be reported at a later 
date, 

1.3 Organization of this Report 

1.31 Breakdown into Sections of Increasing 
Complexity 

In order to make this set of diagrams more 
readily understandable, it is advisable to discuss 
them on several levels of detail. An attempt will 
be made to give an overall picture of the system 
and how it works before going into the detailed 
characteristics of the several components. In ad- 



1.3 ORGANIZATION OF THIS REPORT 



dition, this method of presentation will allow the 
reader to choose the detail in which he desires to 
study the system. 

The following paragraphs discuss briefly the 
contents and purposes of the different sections of 
this report. 

1.32 Section 2 — Preliminary Considerations 
The section on Preliminary Considerations 

contains a brief discussion of the basic problems 
involved in designing a computer, as well as sub- 
stantiation of the various solutions arrived at in 
the design of Whirhvind I. 

1.33 Section 3 — A General Outline of the 

System 
The section on general system outline dis- 
cusses the entire computer in general terms. The 



number and nature of the components are discussed 
briefly. An outline of the manner in which the 
computer operates is given. 

1.34 Section 4 — The Arithmetic Element 

The methods of binary arithmetic are out- 
lined. Simplified block diagrams are given show- 
ing how these elementary methods may be mech- 
anized using basic electronic components. 

1.35 Section 5 — The Block Diagrams 
Section 5 contains a detailed discussion of 

the block diagrams of the complete system and 
components. 

1.36. Section 6 — Timing Diagrams 

The timing diagrams required for controlling 
the operation of the entire computer are discussed. 



J 



2. PRELIMINARY CONSIDERATIONS 

2.1 Storage 

The characteristics of the storage to be used 
have more effect upon the design of a computer 
than any other consideration. The evolution of the 
Whirlwind Computers has been determined by the 
results of project work on electrostatic storage. 

There are two basic types of storage. Serial 
storage contains elements which store entire num- 
bers in space or time order. This type is illustrated 
by the mercury delay line, in which a group of 
pulses is stored in time sequence in a mercury 
column. Storage may be maintained indefinitely 
in a column of finite length by recirculating. The 
original electrostatic storage tube proposed for 
Project Whirlwind was also of this type. The se- 
quence of pulses was stored spacially on a dielec- 
tric in a cathode-ray tube but, since the tube 
electron beam swept a complete line at a time, the 
information was available in time sequence only. 

The second type is parallel storage, in which 
the basic elemfent stores a single pulse. An array 
of elements is needed to store a complete number, 
but these elements may be read simultaneously, re- 
sulting in a complete number in space rather than 
in time sequence. The RCA Selectron and the 
position-type electrostatic storage tubes being de- 
veloped by this project are of the parallel type, as 
are also the more familiar storage elements such as 
flip-flop registers, mechanical counters, and relay 
banks. 

As will be discussed below, the serial or 
parallel nature of the storage will determine the 
general nature. of the computer, the kinds of com- 
ponents, the general speed and complexity, and the 
nature of the orders and switching. 

Other storage characteristics, not in order of 
importance, are: 

1) Size and cost in the light of desired 
computer capacity. 

2) Switching complexity. 

3) Erasing and restoring methods. 

4) Time required for storing and reading. 

5) Reliability and ease of checking. 

6) Most suitable number base. 



According to present plans, the Whirlwind 
electrostatic storage will have the following char- 
acteristics; 



1) 
2) 



3) 



4) 



5) 



6) 



It will be parallel in nature. 

Storage will be represented by one of 
two possible charge conditions on a 
dielectric plate. The base 2, or binary 
system, is therefore most suitable. 

Storage capacity will be 1024 binary 
digits per tube. Thirty-two tubes will 
suffice for WWI and 640 will suffice 
for WWII. 

The tubes will be arranged in banks, 
each bank containing as many tubes 
as there are digits in the number 
length of the machine. The number 
of banks is determined by the number 
capacity of the machine. Two 32- 
way switches are needed to select the 
deflection voltages in the two co-ord- 
inates of the tubes, plus a switch to 
select the desired storage bank. 

Approximately five microseconds will 
be required for setting up and reading 
or storing, according to the best pres- 
ent estimates. 



It will not be necessary to order the 
erasing or restoring of stored informa- 
tion. Information will be automatic- 
ally maintained until replaced by new 
information. When replaced, old in- 
formation will be automatically erased. 

7) The storage is susceptible of complete 
checking methods. 

The storage will not be discussed in detail 
in this report. The above characteristics are given 
because they affect computer design. 

2.2 Parallel Transmission of Digits 

Parallel digit transmission has been selected 
for the W'hirlwind Computer. 

Since the storage proposed for the Whirlwind 
Computers is of the parallel type, it is natural to 
propose parallel handling of digits throughout the 
machine. Parallel digit transmission has other ad- 
vantages where high computing speeds are desired. 



2.3 ARITHMETIC CONSIDERATIONS 



Maximum operating speeds of basic com- 
puter components are established by video band- 
width and time delays which are measured in 
fractions of a microsecond. "When computing 
speed requirements are low, the serial digit trans- 
mission system requires a smaller ratio of control- 
to-computing components and requires few types 
of circuits. As speed is increased, the serial digit 
transmission computer must make use of simul- 
taneous number transfers and arithmetic operations. 
For high speed the resulting serial systetn is much 
more complicated and harder to program than the 
parallel system selected for the Whirlwind Com- 
puters. 

Block diagrams for both serial and parallel 
machines have been developed for comparison pur- 
poses. 

2.3 Arithmetic Considerations 

While the most important choices to be made 
are type of storage and serial or parallel transmis- 
sion of digits, there are several arithmetic con- 
siderations of importance. These considerations 
include the choice of a number base, means for 
handling decimal points, and means for handling 
negative numbers. 

2.31 The Binary Number Base 

The Whirlwind Computers will use the bi- 
nary base for computing and storing numbers. 

A computer can be built to use numbers writ- 
ten in any base. The base 10 is convenient because 
it is the customary notation in which people are 
taught to compute and for which mpst existing com- 
puting machines are built. 

The base 10 is not particularly satisfactory 
for electronic computing machines, however, be- 
cause the storage of numbers in -this base requires 
a storage element capable of 10 separate states or 
conditions. In the interest of reliability, it is pref- 
erable to use electronic equipment as though it 
had only two stable states,, such as conducting or 
cutoff for a tube and charged or discharged for a 
condenser. The base 10 requires several such ele- 
ments for storing each digit, and the complexity of 
the computing equipment is much increased. 

The base 2 is well suited to electronic com- 
puters because the storage elements require only 
two separate states, which are available in conserva- 
tively operated electronic equipment. The difficul- 
ties arising because the machine and its operators 



use different bases are overcome by providing auto- 
matic conversion devices which allow the machine 
to receive decimal data and to yield decimal results. 

2.32 Fixed Point 

The fixed point system will be used in the 
Whirlwind Computers. 

Any digital computing machine is faced with 
a scale factor problem. The computer registers have 
a finite capacity, while the numbers they may be 
called on to hold have, at least theoretically, an 
infinite range. 

There are in general two methods for solving 
this problem : 

1) The floating-point system. Associated 
with each number in the machine is a scale factor. 
This scale factor is stored in the machine and is 
changed during the computation so as to keep 
the significant figures of the number within the 
register. Since the storage space which can be 
allocated to storing the scale factor is limited, the 
range of numbers is also limited, but the range 
can be wide enough to cover almost any expected 
case. It is necessary for the operator to give only 
secondary attention to scale factors. 

2) The fixed-point system. A scale factor 
is still associated with each number in the ma- 
chine, but this factor is assigned by the operator 
setting up the problem and is not changed during 
the course of a problem. It is not necessary to 
store the scale factor or to provide the equipment 
for computing its changes. The range of numbers 
which can be handled is dependent on the register 
length and is limited for any given problem. 
Special steps can be taken to care for those cases , 
where the normal range is inadequate. 

Although it is not in line with the general principles 
of high-speed computers to reduce the work the ma- 
chine must do at the expense of greater trouble to 
the operator, the advantages of the floating-point 
system are outweighed by the extra complexity of 
the computing -equipment and the reduced comput- 
ing speed. 

2.33 Signs and Negative Numbers 

The Whirlwind Computers will use the 9's 
complement system for representing negative 
numbers. 

An arithmetic computer must be able to sub- 
tract and to use the algebraic signs of numbers. 
There are many ways of accomplishing these ends. 



2.4 SWITCHING CONSIDERATIONS 



but the three most common are : 

1) Absolute, value and sign 

2) lO's complements 

3) 9's complements 

The absolute value and sign method is that 
customarily used in hand computation. The human 
computer adds or subtracts according to the signs 
of the numbers under consideration or appends the 
proper sign to products and quotients. The comput- 
er must be able to subtract as well as add. 

The lO's complement method makes it un- 
necessary to build into the equipment the ability 
to subtract. A negative number is represented by 
the difference between the absolute value of the 
number and some higher power of the base. The 
base in any system is commonly- written as one- 
zero, or 10 (called ten), hence the name lO's (or 
tens) complement. Cologarithms are an example 
of a lO's complement notation in the decimal 
system. 

Subtraction in the lO's complement system 
becomes the addition of a complement, the actual 
subtraction having taken place when the comple- 
ment was formed. The advantage of the system is 
that the subtraction process required for forming 
a complement is essentially simple and easily mech- 
anized. For example, in the binary system a 
complement may be obtained by inverting the orig- 
inal number, that is, interchanging O's and I's, 
and adding a 1 in the right-most place. 

The 9's complement system is identical with 
the lO's complement system except that the 1 
mentioned above is not added to the right-most 
place of the inverted number. Complementing be- 
comes an extremely fast and simple operation, since 
the addition operation has been avoided and it is 
necessary only to invert O's and I's. The use of 
9's complements is most satisfactory when a parallel 
digit transmission system is used. The use of 9's 
complements has some numerical disadvantages 
which, however, seem to be outweighed by physical 
advantages. 

2,4 Switching Considerations 

With a parallel type system such as the one 
used in the Whirlwind Computers, a single bus 
capable of transmitting a complete number becomes 
a group of coaxial cables, 16 in WWI and approxi- 
mately 40 in WWII. The switching of a number 
becomes, then, the switching of these multiple lines. 



Provision of more than one multiple bus requires 
the addition of considerable equipment. 

For these reasons, only one main bus system 
is to be provided for the Whirlwind Computers, and 
switching is kept to a minimum ; namely, connect- 
ing or disconnecting each element to the bus. As 
discussed above, it is preferable to use parallel ele- 
ments, one element per digit, and to perform com- 
puting steps in sequence rather than to use serial 
elements and perform many computing steps in 
parallel. In line with this thought, the switching 
will be done sequentially. Only one number will 
be transmitted at any one time. 

The basic system is shown in Figure 1. A 
single bus of parallel conductors is provided to 
which are connected the several elements of the 
computer; namely, the Storage, the Control, the 
Arithmetic Element, the Input, and the Output. 
These elements will be discussed in greater detail 
in later sections. 

2.5 An Order Code 

The orders to be provided cannot be com- 
pletely defined and discussed until the entire com- 
puter system has been described in some detail. 
General considerations will be given here. 

It is of first importance to realize the nature 
of the orders within the computer. The character- 
istics of these orders are : 

1) They are binary coded numbers which 
do not differ in appearance in any way from the 
binary numbers used by the computer. 

2) These orders are stored in the com- 
puter storage in exactly the same manner as num- 
bers, 

3) There are no restrictions on which of 
the storage registers may be used for orders and 
which for numbers. All registers in storage are 
controlled by a single switch and transmit to 
and receive from a single place, the main bus. 

4) Since the contents 'of any register may 
be sent to the bus, the word held by any register 
may be received by the control and treated as an 
order. The operator in setting up the program 
determines which words are to be used as orders. 
The arrangement of storage is completely flexible. 
The amount allocated to orders and the amount 
allocated to numbers may be adjusted to suit the 
requirements of any particular problem. 
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S) An order may be sent to the Arithme- 
tic Element for actual arithmetic modification. 
By this means a sequence of similar operations 
may be carried out by a single set of orders con- 
tinually modified by the addition or subtraction 
of suitable constants. This ability of the com- 
puter is very useful for generalized order se- 
quences where a standard set of orders is to be 
used in many similar problems. 

2.51 The Standard Order 

When switching was considered in Section 
2.4 above, it was stated that the switching of only 
one number at a time was to be ordered. It is 
furthermore true that, as far as numbers are con- 
cerned, they are always transferred to or from stor- 
age. Each order then should describe the storage 
register to which or from which the number is to 
be transferred, plus a description of the element 
which is to be the source or destination for the num- 
ber, as well as a description of any further opera- 
tions to be carried out, particularly in the 
Arithmetic Element 

Each Whirlwind order is to be broken into 
two parts: 

1) The number of the storage register 
which is to be connected to the bus, 

2) A code number designating one of a 
group of computing operations. This code num- 
ber can be decoded by the control, which will 
then carry out the corresponding operation. 

The number of digits required in an order is 
an important consideration in choosing the register 
length to be provided in the computer. The reg- 
ister number section of the order must be large 
enough to describe the maximum storage capacity 
of the computer. WWI has a capacity of 2,048 or 
2" registers. Eleven binary digits must be pro- 
vided in the register number section of the order. 
Thirty-two (2°) possible operations will, be pro- 
vided, requiring 5 binary digits for the operation 
code section. The total order length is 16 binary 
digits, which has been chosen as the register length 
for WWI. 

WWII will have a storage capacity of 16,384 
or 2" words. Sixty-four (2") operations will be 
provided. The total order length will be 20 binary 
digits. Since this length is too short for numerical 
values in a computer of WWII capacity, two orders 
will be stored in a single register. The resulting 



register length of 40 binary digits will probably 
be increased to 44 or 46 to allow for order expan- 
sion at some later date. 

2.52 Desired Operations 

The number and kind of operations to be 
used in the operation code section of the order are 
determined by what the computer is to do. It is 
possible to build up all the desired operations out 
of some very elementary operations. These ele- 
mentary operations may be described in the terms 
of the algebra of logic, "but consist essentially of 
sensing the presence or absence of single digits or 
the coincidence of two digits. If the simplest im- 
aginable computer were to be built, it might con- 
tain only these few operations. Unfortunately, 
several hundred elementary operations would be 
required tp build up even a single addition of two 
complete binary numbers, since the addition of each 
digit and the addition of each carry would require 
separate ordering. The total number of operations 
for a sizable problem would be enormous. The 
time consumed would be so great as to make such 
a computer useless. 

It is desirable to build into the computer the 
ability to perform automatically the elementary 
arithmetic operations in order to speed up the com- 
puting process. The extent and complexity of the 
operations to be built in are determined by the 
price to be paid in equipment for each new opera- 
tion and the saving in computing speed effected. 
The Whirlwind Computers will have the ability to 
add, subtract (using complements), and multiply 
automatically. 

The Whirlwind Computers will also be able 
to divide and to shift the position of a number in 
a register to either the right or the left. The 
amount of additional equipment necessary for these 
latter operations is small for computers of the par- 
allel type. It is possible to omit these operations, 
substituting for them procedures using only addi- 
tion, subtraction, and multiplication. 

No further arithmetic operations will be 
built in. Such processes as square-rooting will be 
built up out of the more elementary operations. 

Beyond the elementary arithmetic opera- 
tions, certain control operations are of extreme 
importance. These operations allow great savings 
in the number of orders required for a problem, 
allow the machine to exercise a certain amount of 
program generation in that it can make changes 
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in its computing procedure according to computed 
results, and allow the computer to perform stich 
operations as sorting and extraction of data from 
tables. 

These control operations are: 

1) Subprogramming. In this operation 
the control is ordered to stop the sequence of 
orders it is performing and to change to some 
other sequence stored within the machine. 

2) Conditional Subprogramming. Here 
the change in the order sequence is made to de- 
pend on some previously computed result, most 
easily on the sign of a number. Any decision 
the machine may be called on to make may be 
reduced to the question of whether or n;it one 
or more of a sequence of numbers is positive or 
negative, 

3) Digit Transfers, This operation al- 
lows the insertion of computed data in actual 
orders. Usually the insertion is restricted to in- 
sertion of a computed storage register number, 
for example, where an entry is to be removed 
from a table. The register number of the desired 
entry is computed and inserted in the order for 
removing the entry. 

Before the computer can be ured there must 
be some means of inserting data and extracting 
results. Film readers and recorders will be used 
for this purpose, the film serving as an intermediate 
and easily handled storage medium that is intel- 
ligible to both the computer and to external 
printers. Such a storage medium is often called 
an external memory. These readers and recorders 
must be under the control of the computer so that 
new information may be ordered in when desired 
and results recorded when available, A series of 
order operations must be available for this purpose. 



At present the input and output devices and 
their controlling orders are still under considera- 
tion. The accompanying block diagrams include 
no input mechanisms and only a single very simple 
output, for test purposes, the control thus far 
worked out being limited to a single order to send 
a result to this output. 

The complete input and output mechanism 
for WWI will be reported later. The mechanism 
for WWII will probably be somewhat more com- 
plicated because of the large number of connections 
to the controls and instruments required in simula- 
tion problems. 

Certain additional operations will be desir- 
able for the Whirlwind Computers. These opera- 
tions will render more efficient processes such, as 
interpolation and multiple-length number opera- 
tions. Of these, only a single order, used for 
addition of multiple-length numbers, is included in 
this report. The total number of these operations 
will be small, probably not over six. 

2.53 An Order Code 

The following paragraphs define those con- 
trol orders for WWI which have been established 
thus far. All operations are represented by two 
lower-case letters of the English alphabet chosen 
to be descriptive of the process. The following 
definitions are used: 
Symbols 

AC "Accumulator" register of Arithmetic El- 
ement 
AR "A-Register" of Arithmetic Element 
BR "B-Register" of Arithmetic Element 
S(x) The contents of Storage Register x, 
where x is the identifying number of the 
storage register to be used in the comput- 
ing operation. 



Operation Code 

Designation Description Meaning 

ca Clear and add Clear AC and add the 

contents of register x 

into it. 

This operation is used for clearing the Arithmetic Element and inserting a new number. The order 
designating the operation to be performed, addition, multiplication, etc., is usually the one that brings in 
the second of the pair of numbers to be used. In multiplication, a ca order will bring in the multiplier, 
while a second order will bring in the multiplicand and order the multiplication operation, A ca order is 
also needed for the transfer of a word from one storage register to another, since the only means provided 
for this operation is to send the information first to the Arithmetic Element and to restore it from there. 
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Operation Code 

Designation Description Meaning 



ad Add Add the contents of 

register x to whatever 
is already in AC. 

This operation is used for simple addition. The contents of AC may be the result of a previous 
calculation or may have been brought into AC by a ca order. 

cs Clear and Clear AC and sub- 

Subtract tract the contents of 

register x into it. 

This operation puts the negative of a number into AC. It is of value when the negative of a sum or a 
product is desired. 

su Subtract Subtract the contents 

of register x from 
whatever is already in 
AC. , 

This operation is used for simple subtraction. It is identical with order ad except that the comple- 
ment of the number in register S(x) is added to AC. 

mr Multiply Multiply the contents 

and round of register x by what- 

of£ ever is in AC and 

round off the result 
to one register length. 

The contents of AC are automatically transferred to BR by this order. There they form the mul- 
tiplier. The double-length product which results in AC and BR is rounded off to the last digit in AC. 
The contents of BR are not significant and are discarded. 

mh Multiply and Multiply the contents 

hold full of register x by what- 

product. ever is in AC but do 

not round off. 

This operation is identical with mr except that the full double-length product is retained in AC and 
BR, It is necessary to retain the less significant half when computing with numbers which are twice a 
register length or when some of the digits in BR are significant and are to be saved. 

dv Divide Divide the contents of 

AC by whatever is in 
register x. 

This order performs division. The quotient will appear in BR, from which it must be extracted by 
shifting left into AC. The shifting left will require a separate order. Roundoff will be performed in the 
Shift-left operation. 

ts Transfer to Transfer the contents 

Storage of AC to register x. 

This operation is used for storing computed results which are to be used in the future. In conjunc- 
tion with a ca order, a ts order may be used for transferring information from one storage register to an- 
other, 

A simple arithmetic operation such as addition may require three orders, a ca order to bring in one 
of the numbers to be added, an ad order for the second, and a ts order to store the result. In many in- 
st;inces, however, a computed result may be used immediately, eliminating the two orders required for 
storing it and for bringing it forth at a later time. 
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Operation Code 

Designation Description; Meaning 



sr Shift right Shift the contents of 

AC and BR to the 
right the number of 
digits designated by 
the number in the 
register number sec- 
tion of the order. 

The shift operations are the only ones in which the first 11 digits of the order are not used to desig- 
nate a register position. No register position is needed since the numbers concerned are already in AC 
and BR, Only four of the register position digits are needed to describe the number of places to be shifted. 
Shifting right is equivalent to dividing by powers of 2. 

Shift the contents of 
st ' Shift left AC and BR to the left 

the number of digits 
designated by the 
number in the regis- 
ter number section of 
the order. 

si is the same as sr except that the direction of shift is to the left. Shifting left is equivalent to 
multiplying by powers of 2. si is also used for extracting information from BR. 

sp Subprogram Transfer the regis- 

ter number x to the 
program counter. 

The sp or subprogram order is used to transfer the place in storage where the control is extracting 
orders. Its uses are in calling up smaller sequences which are used more fhan once in a longer sequence, 
in calling in special sequences stored in standard sections of the Storage, and in returning to the be- 
ginning of subsequences previously used. The mechanization of the sp and cp orders is given in Section 3.1. 

cp Conditional Transfer the register 

Program number x to the pro- 

gram counter if the 
number in AC is 
greater than 0. 

The change in program is made to depend on the sign of the number in AC. If this number is 
greater than zero, the control proceeds as for an sp order. If the number in AC is equal to or less than 
zero, the control will ignore the order and proceed in the previous sequence. 

td Transfer Transfer the left-hand 

digits 11 digits in AC to the 

register position sec- 
tion of the order in x. 

This order allows insertion of a computed register position in an order in Storage, td is valuable 
for modifying programs to fit sptecial problems. A standard program may thus be modified to fit the 
special requirements of each problem that arises, or a program for interpolation may be modified to ex- 
tract the desired information from Storage according to a computed argument. 
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Operation Code 
Designation 

sa 



Description 
Special add 



Meaning 



Add as in ad but re- 
tain any overflow for 
use in double-length 
number addition. , 
This order allows easy addition of mutiple-length numbers. Any carry to be added from one section 
to another is stored by this opferation and added in- correctly on the next ca order. See Section 4.614 for 
a complete description of Special add. 

In addition to the orders described above, the following will also be needed for the WW I com- 
puters: 

1) Absolute value operations in which arithmetic operations are carried out on the absolute values 
of the numbers concerned, 

2) Special orders to facilitate computing with numbers longer than one register length. 

3) Input and output orders for controlling the supply of data to the machine and the extraction 
of results, 

A simple output order for test purposes follows : 

sd Store and Transfer the contents 

Display of AC to register x 

and also to the out- 
put element. 

This order is to be used in WWI with test storage only for the display of results on a cathode-ray 
tube, A more flexible set of output orders will be provided for WWI with electrostatic storage. 



2.6 Word Length 
2.61 WWI 

It is difficult to decide the number of digits 
to be provided in a general-purpose computer. Some 
problems require large number lengths to get a rela- 
tively inaccurate result. Other problems require 
but a few digits. For problems of the latter type a 
large register capacity would be very inefficiently 
used. 

Estimates of desirable register lengths vary 
from a minimum of about 10 decimal digits to a 
maximum of 20, 30, or more decimal digits. The 
decision must be made on the basis of the type of 
machine, effect of register length on computing 
speed, size and cost of equipment (particularly stor- 
age), types of problems to be considered, necessary 
order length, and possibilities for computing with 
double and half-length numbers. 

For WWI the shortest reasonable word 
length was chosen to reduce machine size. This 
length was determined by the minimum order 
length, and turned out to be 16 binary digits or 
about 5 decimal digits. A shorter register would 
require shortening of the order either at the expense 
of the number of possible operations or the number 
of possible storage registers. Since these numbers 



were selected as the minimum desirable for the pur- 
poses of the computer, the minimum word length 
was immediately fixed. 

2.62 Computing with Multiple-Length 
Numbers 

Five decimal digits are inadequate for many 
problems, although they will suffice for a large 
number of the investigations and problems for 
which WWI will be used. Provision will be 
made for computing with numbers of 10, 15, or more 
decimal digits stored and operated on in 5-digit sec- 
tions. Coding will be arranged so that the operator 
setting up the problem, having once decided on the 
number of digits to be used, will not need to con- 
sider the sub-operations needed for each' arithmetic 
step. 

The time required for handling numbers in 
small sections is comparatively great. Since 
WWI will have a basic operating speed consider- 
ably in excess of what might be considered neces- 
sary except for test purposes, the resulting speed is 
still high. 

When multiple-length numbers are used, the 
Storage capacity of the machine is reduced accord- 
ingly. The use of double-length numbers does not 
cut the capacity in half, however, because by the 
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use of subprograms to order the more complicated 
arithmetic processes, the number of orders required 
is not appreciably increased. 

2.63 WWII 

As stated above, an order will occupy a com- 
plete register in WWI. The desire for greater effec- 
tive speed and capacity in WWII requires a regis- 
ter with more digits. The orders will be slightly 
longer for WWII than for WWI, probably 20 to 22 
binary digits instead of 16. The added capacity if 
one order still occupies a register is inadequate. If 
Ihe register length is increased, the extra length 
is wasted as far as order capacity is concerned un- 
less the increase is great enough to allow the stor- 
ing of more than one order in a single register. If, 
then, it is desired to utilize the register capacity 
fully in storing orders, the register length must be 
a multiple of the order length, or a multiple of ap- 
proximately 20 binary digits. 

Forty digits have been decided upon as 
adequate for WWII purposes. Forty binary dig- 
its are equivalent to about 12 decimal digits. The 
jump to 60 binary digits does not seem of sufficient 
value to make up for a 50% increase in equipment 
and a small reduction in computing speed. 

The storage of even two orders in one regis- 
ter for WWII will increase the complexity of the 
control because the machine will have to differen- 
tiate between the two halves. 

2.7 Input and Output 

The input and output devices were mention- 
ed in Section 2.52. Their detailed discussion will 
be postponed until a later report. 

2.8 Checking 

2.81 General Considerations 

In any sort of calculations the need for check- 
ing is immediately evident. A body of results is 
worthless unless there is some guarantee as to free- 
dom from errors. This is particularly true for com- 
puting machines where the amount of calculation 
may be enormous and the slightest mistake any- 
where may destroy the answer. 

Furthermore, the machine must do the check- 
ing by itself. First, the body of computation will, 
in all likelihood, be too large to be checked effi- 
ciently by any means other than the machine itself. 
Second, the purpose of the machine would be de- 
feated to a large extent if any appreciable comput- 



ing labor which could be performed by the machine 
were forced upon the operator. Third, the machine 
must be able to make checks during the course of 
a calculation which will not only discover an error 
when made and prevent other results from being 
disturbed, but which will also aid greatly in trouble- 
shooting and repair. 

The checking methods to be applied by the 
machine fall into three types : 

1) Running checks. — These checks are 
made at each step of each operation. Wherever 
possible, every transfer of a digit and every 
switching or sequencing operation is to be check- 
ed at the time the transfer, switching, or sequenc- 
ing is accomplished. In many places it is not pos- 
sible to check every step. In these places, the 
steps will be checked in groups of operations, 
either with the original equipment or with du- 
plicate equipment provided for the purpose. 
These checks will find intermittent as well as 
steady errors. 

2) Spot checks. — These checks will be of 
value only for finding steady failures. They will 
consist largely of previously set up check se- 
quences and complete check problems giving 
known results. Some of these checks may be 
performed automatically by the machine while 
others may be programmed by the operator. 

3) Mathematical checks. — These checks 
will be smoothness checks on results, checks by 
repeating problems using different mathematical 
methods, and such other mathematical checks as 
are suited to the particular problem being con- 
sidered. The machine will carry out the calcula- 
tions necessary to the check according to a pro- 
gram prepared by the operator. 

Only a few of the above checks have been 
worked out ; these are shown in the set of block 
diagrams. The problem of checking will be consid- 
ered in more detail before construction of WWI. 

2.82 Arithmetic Check 

It is possible for the operator as well as the 
machine to make mistakes. The major part of the 
operator's errors will be checked at the input de- 
vices and by the use of sample problems. One error 
that the operator may make is to select improper 
scale factors. As discussed in Section 2.32 above, 
the scale factors for the problem must be set by the 
operator so as to be consistent and so as to keep 
every number the machine must consider within 
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the bounds imposed by the finite register length 
of the machine. Since it may be difficult to place a 
reasonable upper bound on some of the partial re- 
sults of a complicated problem, the operator may 
make the error of allowing some number to exceed 
or "overflow" a register. Under these circum- 
stances, the machine . must realize the overflow 
and stop the computation so that a correction can 
be made; otherwise, the value of the computation 
will be destroyed. Such a check will be part of 
WWI. It is called the arithmetic check and is de- 
scribed in Section 4.62, 

2.S3 Transfer Check 

The computer contains a single bus system 
which is used for transmitting all numbers and or- 
ders from one element of the computer to another. 
The elements are connected to the bus by sets of 
gate tubes which are opened or closed according 
to whether the element is sending, receiving, or not 
involved in the operation. Ever present sources 
of error are the failure of one of these gate tubes to 
transmit a digit, the loss of a digit due to an in- 
termittent or permanent failure of the bus, or the 
generation of a spurious pulse at some point. 

For these reasons every transfer on the bus 
is to be checked. The check is accomplished by 
reading the word from the receiving element back 
into the bus to a special check register. This reg- 
ister has already received the original word from 
the sending element via an entirely different bus 
and gate tube system. The two words are com- 
pared. An error made in transmitting either word 
to the check, register will stop further operations. 

2.84 Other Checks 

Work is proceeding on the other types of 
checking briefly described in Section 2.81. 

2.9 Required Computing Speed 
2.91 WWII 

Since the computing speed of WWI will be 
made comparable to that needed in WWII, the re- 
quired speed of WWII will be considered first. 

Consideration of the speed recjuirements for 
some of the simulator problems proposed for 
WWII leads to the following performance speci- 
fications. 

1) A storage read time (i.e., the time re- 
quired to obtain a number or order from storage) 
<if approximately six microseconds. 

2} A complete multiplication time includ- 



ing all ordering, extracting of numbers from stor- 
age, and storing of results of about forty micro- 
seconds. Such a multiplication speed requires a 
4-megacycle Arithmetic Element operating speed. 

3) Addition and subtraction times of not 
much less than mu t'plication, probably about 
thirty microseconds. 

4) The -.equir^ments are such that com- 
puting speed is actually at a premium. It is worth 
while to provide a considerable amount of in- 
creased equipment and complexity in order to 
increase operating speed. 

5) For speeds such as those above, the 
storage read time is the controlling factor. There 
is a definite limit to the increase in computing 
speed that can be obtained by speeding up the 
arithmetic part of the computation. 

The system to be described in the next sec- 
tions has been designed with these considerations 
in mind. 

2.92 WWI 

WWI is a prototype for WWII, and the 
speed requirements are therefore those discussed 
in Section 2.91. In order to reduce development 
time, the Arithmetic Element may be run at 2 
megacycles instead of the 4 megacycles needed for 
WWII. 

2.93 Storage Read Time 

As discussed in 2.91, the read time for the 
electrostatic storage is really the controlling factor 
in the speed of both WWI and WWII. 

The present estimates of storage read time 
have not been completely substantiated as yet. Any 
required reading time can be provided in WWI by 
means of the Delay Counter in the Control., See 
Section 5.27, 

2.94 Computer FRF 

The computer pulse repetition frequency, 
PRF, should be as high as is reasonably possible 
in view of the need for maximum computing speed. 
The meaning of reasonably possible is a problem of 
electronic research, and is determined by the op- 
erating speeds of presently available flip-flops and 
switches and the problems of transmitting short 
pulses and ensuring their coincidence at widely 
separated parts of the equipment. 

At present the computer will use two PRP"'s: 

1) In the Arithmetic Elements, 4 mc. (pos- 
sibly 2 mc. in WWI). 

2) iLlsewhere in the computer, 1 nit 



3. A GENERAL OUTLINE OF THE 
SYSTEM 

3.1 System Build Up 

The most general form of the Whirlwind 
Computers is shown in Figure 1. The purposes and 
characteristics of the various elements have been 
discussed in Section 2. 

. Figure 2 shows WWI in more complete de- 
tail. The explanation of each element can best be 
approached by building up the system unit by unit. 
Later, the various elements will be discussed in de- 
tail. 

Consider Figure 3. Every operation must be 
ordered. It is necessary, therefore, to have a supply 
of orders within the machine. These orders are 
kept in the element marked Storage, which consists 
of a number of storage places called registers. In 
order to facilitate obtaining the contents of these 
registers, they are numbered consecutively from 
one up to the limit of storage capacity. Thus, each 
order will be put in some numbered register and 
can be obtained by having the Storage read out the 
contents of the register having this number. 

Some means is needed for remembering in 
what sequence these orders are to be carried out. 
There are several methods available. It is possible 
to have each order contain information as to where 
in Storage the next order is to be found. This 
method has certain advantages but is wasteful of 
storage space. Instead, consider the fact that orders 
are usually used in consecutive sequence. This is 
not always so; in fact, flexibility in the choice of 
what order is to be used is a very important quality 
of a computer, but usually orders are used one 
after the other. If, therefore, the orders are stored 
in the desired sequence in adjacent storage reg- 
isters, they can be obtained by reading out of these 
registers in consecutive order. 

A counter is provided which is used to store 
the register number of the next order to be used. 
Normally, after each order is extracted and carried 
out, a 1 can be added to the counter. The next 
order to be extracted will then be the one which 
follows in the storage sequence. It must be possible 
to change this sequence when desired. Changing 
the number in the counter will be considered later. 

Figure 4 shows how an order is set up. The 



counter contains the number of the register which 
holds the desired order. This register number is 
read out onto the bus through a set of gate tubes 
GT. A switch attached to the storage is used to 
pick the desired storage register. The order number 
travels down the bus and through another set of 
gate tubes to set this switch. The desired storage 
register has now been chosen. 

Figure 5 shows the next step, extracting the 
order from Storage. The gate tubes on the Storage 
are opened and the order read out onto the bus. A 
problem then arises as to what to do with the order. 
As discussed in Section 2.51, the orders consist of 
two sections. One section is the operation order, 
which could now be sent directly to the Operation 
Control. The other section is the storage register 
number which, since its purpose is to choose a num- 
ber from Storage, should be sent to the Storage 
Switch. It is possible to keep orders and numbers 
in two different storages, but to do so would reduce 
the flexibility of the machine, with few compensat- 
ing advantages. It is preferable to have one storage 
which holds both orders and numbers and to allo- 
cate such sections of that storage as are desirable 
to each use. The Storage Switch has already been 
set to choose the register holding the order. The 
order cannot be sent directly to this switch, since 
no time is available for clearing and preparing it 
for the reception of a new switch order. 

A new register, the PR or Program Register, 
is provided for storing the order until the Storage 
Switch can be cleared. The same bus is used for 
the transfer. The gate tubes on the switch are not 
opened. 

Figure 6 shows how the operation is set up. 
The Storage Switch has been cleared. The order 
is read from PR onto the bus and from the bus 
into the Storage Switch and Operation Control 
Switch. The Operation Control Switch decodes the 
operation order and sets the Operation Control for 
the desired operation. The Storage is set up to con- 
nect a particular register to the bus either for send- 
ing or receiving. 

A complete arithmetic operation such as an 
addition requires three complete orders: two to 
send the numbers to be added to the Arithmetic 
Element, and one to store the result. It is possible 
to reduce this number if a result is to be used im- 
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mediately, thus saving storing the result and then 
bringing it back to the Arithmetic Element for the 
nejct operation. In general, the first order will 
transmit one number to be operated on to the Arith- 
metic Element. Figure 7 shows such an operation. 
The. storage gate tubes are opened and the desired 
number read out onto the bus. The input gate 
tubes of the Arithmetic Element are also opened, 
allowing the number to go into the Arithmetic 
Element. Some additional operations such as 
clearing may be needed within the Arithmetic 
Element. The Operation Control will supply the 
necessary order pulses. 

The next order will put the second number 
into the Arithmetic Element and order the opera- 
tion to be performed. The entire sequence so far 
described must be gone through for each order: 

a. One is added to the counter. 

b. The counter contents are read into the 
Storage Switch via the bus. 

c. The order is read out into the Program 
Register, and 

d. from there to the Storage and Operation 
Control Switches, 

e. The new number is read from Storage 
to the Arithmetic Element, where the 
desired operation is carried out under 
the control of the Operation Control. 

Figure 2 shows the storage of an arithmetic 
result. The output gate tubes of the Arithmetic 
Element are opened, and the result transmitted 
to the bus and into storage via the storage input 
gate tubes. 

The subprogram operations are shown in 
Figure 8. The order has been extracted from Stor- 
age and stored in PR. From PR the order has been 
transferred to the Storage and Operation Control 
Switches. As with the shift operations, the Storage 
is set up but not read. The Operatipn Control 
transfers the register position section of the order 
in PR to the counter. The next order to be taken 
will be the one residing in the register designated 
by the subprogram order. 

The conditional subprogram order is shown 
in the same Figure 8. The Operation Control sends 
a p\;lse to the Arithmetic Element. If the sign of 
the number in the Accumulator is negative as ev- 
idenced by a one in the sign digit position, the 
pulse is stopped and nothing further occurs. The 
next order in sequence as given by the counter will 



be taken, and the computation proceeds. If the 
number in the Accumulator is positive, the pulse 
will be returned to the Operation Control Switch, 
where it will change the switch setting from con- 
ditional subprogram to subprogram. The register 
position section- of the order in PR will be trans- 
ferred to the counter as with the subprogram order, 
and the order sequence will be changed. 

The basic elements of the system will now be 
"discussed. 

3.2 Storage Characteristics 

No electrostatic storage is shown in the ac- 
companying block diagrams. Additions to these 
diagrams will be released as additional details are 
established. 

Provision is being made in WWI for 2,048 
electrostatic storage registers of 16 binary digits 
each. Each storage tube is expected to store a 
32x32 array of digits, a total of 1,024. Sixteen such 
tubes in parallel will store 1,024 16-digit words. 
Provision is being made for two such banks, a total 
of 32 storage tubes, 2,048 words, or 32,768 binary 
digits. 

The addition of electrostatic storage should 
not significantly change the present block diagrams 
for the remainder oi the computer. A separate 
control will probably be provided for the electro- 
static storage for the following reasons: 

1) Such a separate control for electrostatic 
storage is likely to prove saving in both equip- 
ment and complication as compared to combined 
controls. 

2) The separate control can be designed 
later to fit the as-yet-undefined characteristics 
of the storage without requiring rebuilding of the 
presently proposed control. The separate con- 
trol may also be more readily changed in the 
event of changes in the storage than would be 
possible with a single control. 

3.3 Control Characteristics 
3.31 Clock 

A primary requirement for the computer is 
a master clock or source of timing pulses. These 
pulses are used for keeping the computer in syn- 
chronism, for timing operations, as a pulse source 
for originating control pulses, and for step-by-step 
operation in trouble shooting. 

The operation of a computer of this type is 
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a step-by-step process rather than a continuous one. 
This concept holds from the simplest part of an 
operation through to the computation of complete- 
problems. Each operation is made up of a number 
of sub-steps, each sub-step consisting of a single 
transfer, shift, or check. A number of these sub- 
steps may be performed by different parts of the 
equipment at the same instant of time, but each 
part is subject to only one such operation for a 
given sub-step. 

The clock puts out a pulse which, in essence, 
orders the computer to perform a single sub-step. 
The computer will do so and then await the order 
to perform the next sub-step. The clock is used to 
order these sub-steps at the highest rate possible 
compatible with the operating speed of the equip- 
ment. A lower speed would not affect the computer 
operation or results but only the time required for 
a computation. A manual control is provided which 
causes the clock to put out a single clock pulse. 
By this means, the computer may be operated at 
low speed for trouble shooting. 

The clock provides pulses at two different 
frequencies. The higher frequency is supplied to 
the multiply and shift controls in the. Arithmetic 
Element while the lower frequency is supplied to 
the rest of the computer controls. The higher fre- 
quency is derived from the lower by frequency 
multiplication. On single-pulse operation the clock 
will put out a pulse on both the high- and low-fre- 
quency lines. The additional pulses which result 
on the low-frequency line will have no effect. 

Provision will be made for st-irting or stop- 
ping the flow of pulses from the clock. This is use- 
ful in starting and stopping the computer, and in 
stopping a computation when an error has been 
sensed or some external device has fallen behind 
in time. 

3.32 The Program Counter 

The counter should have the following char- 
acteristics I 

1) Range — The counter should be able to 
count as hi,<h as the total register capacity of the 
machine. Fur WWT with electrostatic storage 
this caprici's- i.-^ 2,048 registers. Eleven binary 
digits an; ntccled to describe 2,048 registers. An 
Il-sccti'in scale-of-two counter will be used. 

2) Coii:iting Rate — The counting rate is 
relative!'.' unimportant since the counter need add 



only once for each operation completed. The 
time per operation will be of the order of 10 ^s. 
The net counting can be as low as 100 kc. Actu- 
ally, the counting rate will be high to give more 
leeway in positioning the adding pulse in the op- 
eration cycle. 

3) Reading and Changing — The counter 
must be able to read onto the bus. Provision 
must also be made for clearing the counter and 
reading in a new number from the bus, as de- 
scribed in Section 3.1. 

4) End Pulse — When the counter is full, 
the next pulse will return it to zero. When re- 
turning to zero, the counter will put out an end 
pulse which will signify the completion of the 
sequence of orders. This pulse can be used for 
test purposes. 

3.33 Time Pulse Distributor 

Thus far the mechanism by which the Con- 
trol orders the opening and closing of gates and 
the transferring of numbers and information in the 
machine has not been discussed. This ordering can 
be accomplished by supplying pulses to the equip- 
ment at the right places and at the right times. The 
pulses supplied for setting up the order and opera- 
tion are independent of the operation which is to 
follow. The pulses supplied in ordering the actual 
operation are dependent upon the Operation Con- 
trol Switch setting. The Operation Control Switch 
determines distribution of pulses to different lines, 
at different specified times during the course of a 
computation period for control of computer opera- 
tion. A different sequence of pulses must be avail- 
able for each operation to be performed. 

The basic device needed for computer con- 
trol Is an electronic switch. Such a switch is shown 
in Fig. 9. This switch, which is a simplified ver- 
sion of the types to be used in the actual computer, 
consists of a number of flip-flop circuits whose 
plates are connected to B+ through a diode matrix. 
The .switch shown contains only two flip-flops. As 
each of these flip-flops has two stable states, the 
switch has four possible positions. By adding more 
flip-flops, more positions may be obtained. The 
number of positions=2", where n=number of flip- 
flops. 

The switch operates as follows. Consider 
the conditions under which only the right-hand 
tubes of the flip-flops are on. These tubes will be 
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drawing plate current, while the left-hand tubes of 
the flip-flops will be cut off and will be drawing no 
plate current. The tubes draw current through the 
diodes from B-f- via the load resistors at the left- 
hand side of the diagram. Examination of the dia- 
gram shows that plate current is being drawn 
through only the three lower resistors. The top line 
of the switch is connected only to the left-hand 
tubes of the flip-flop. No current is drawn through 
the upper resistor, and therefore the upper line will 
remain at B-|-. The lower three lines will be at a 
potential less than B-|- by the drop in the load re- 
sistors. The upper line, therefore, is at a positive 
potential with respect to the lower three, and can 
be used for controlling a gate tube. Suppose the 
condition of one of the flip-flops is changed. Let 
the left-hand tube of the left-hand flip-flop draw 
current while the right-hand tube of the left-hand 
flip-flop is cut off. Plate current will be drawn 
through the upper resistor by the left-hand tube, 
lowering the voltage of the upper line. It will be 
seen, however, that the third line is not connected 
to any of the "on" tubes. No current will be drawn 
through the corresponding resistor, and line C3 will 
be at B-|-. Each of the four possible positions of the 
tube flip-flops results in a different output line be- 
ing at B-f-. Diodes are used to prevent voltage from 
feeding back to the "on" line and to keep all the 
"off" lines at the same potential. 

Figure 10 shows how a matrix switch can be 
used to make a time pulse distributor which will pro- 
duce consecutive time pulses on the output lines. 
The distributor consists of an eight-way diode ma- 
trix switch, such as has just been described. The 
eight outputs are supplied to two-grid gate tubes, 
while the flip-flops driving the switch are connected 
together in a counter circuit. Suppose now that all 
the flip-flops are in their off condition and that the 
corresponding condition of the switch is such that 
the uppermost_gate tube is on. A clock pulse comes 
in from the left, goes down the connecting line, and 
up to the grids of all the gate tubes. Since the upper 
gate tube is on, a pulse which is inverted by the 
transformer coupling will appear at the output and 
will go out as a positive pulse on the first line. All 
the other gate tubes will be off and no pulses will 
appear on the remaining seven lines. After the 
pulse has .come out of the upper gate tube, it will 
finish its travel through, the delay line at the lower 
loft and will go in and change the condition of the 
first flip-flop. This will change the switch position 



so that the upper gate tube will go off and the 
second gate tube will go on. The appearance of the 
next clock pulse therefore will result in a pulse on 
the second line and no pulses on any other lines. 
The second pulse will charige the first flip-flop back 
to a zero, the overflow from this flip-flop tripping 
the second flip-flop. In like manner each gate tube 
in turn is opened so that the corresponding clock 
pulses will come out in consecutive order, starting 
with the top line and finishing with the bottom line. 
After the last pulse appears, the switch will be re- 
set, and the next pulse will appear at the top line. 

The distributor is receiving a continuous 
string of clock pulses and dividing them up so that 
they appear in consecutive order on the output 
lines. A complete operation is considered to be 
started when the first clock pulse appears out of 
the time pulse distributor. 

3.34 Operation Control 

Figure 11 shows how a time pulse distributor 
can be used in conjunction with the Operation Con- 
trol Switch to order the different operations. The 
Time Pulse Distributor is the same as that just 
described, the pulses appearing in consecutive order 
on lines one through eight. The 32-position switch 
is the Operation Control Switch which is supplied 
with the operation control part of the order. Only 
one of the thirty-two possible outputs is selected 
for any given control order. 

The row of gate tubes is used to connect the 
time pulses to the various parts of the equipment. 
These tubes are selected according to the position 
of the Operation Control Switch. 

Consider the left-most gate tube. It is con- 
nected to the ca or Clear-and-Add order line of the 
Operation Switch, and to this line only. Therefore, 
whenever a ca operation is to be carried out, this 
gate tube will be on and the No. 1 time pulse from 
the Time Pulse Distributor will go out the control 
line to the Arithmetic Element, In any other op- 
eration, this gate tube will be off and no time pulse 
will go out. The next pair of gate tubes have their 
outputs connected to.gether and to one particular 
part of the equipment. However, they supply time 
pulses at different times according to the operation 
to be carried out. The left-hand gate tube is con- 
nected to the ca line, while the right-hand gate tiilie 
is connected to the cs line. Therefore, when a ca 
operation is to be carried out, a time pulse will a[>- 
pear at time 2 on this line, while when the f.v op- 
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eration is being carried out, a time pulse will ap- 
pear at time 3. For all other operations, no time 
pulse will appear. The fourth gate tube is con- 
nected to two of the other operation lines, the ad 
and SH operations. Whenever an ad or su order 
has been selected, a time pulse will appear at time 
4 on the output of this gate, while on all the other 
operations no time pulse will appear. The last gate 
tube is like the first except that it is connected to 
the ad order and time pulse No. 2. Actually, for 
the machine there will be some forty or fifty of 
these gate tubes, and the connection matrices will 
be quite large. However, one S-position time pulse 
distributor and a 32-position switch will be ade- 
quate for Whirlwind I control. 

3.4 Program Register Characteristics 

The sole purpose of the Program Register 
in WWI is to serve as a temporary storage for 
orders while the Storage Switch is being cleared. 

In character, the Program Register will be 
a single flip-flop storage register provided with 
reading and receiving connections to the bus. 

3.5 Arithmetic Element Characteristics 

The Arithmetic Element should be capable 
of the following operations: 

1) Addition 

2) Subtraction 

3) Multiplication 

4) Division 

5) Shifting 

6) Transmitting and receiving 
from the bus 

7) Detecting the sign of the number 
in the Accumulator 

In operation, the Arithmetic Element obtains 
one number at a time from the bus and performs 
such operations on it as are requested. Where two 
numbers are required, as in addition, the first num- 
ber is assumed to be in the Accumulator of the 
Arithmetic Element and the second is brought in 
by the operation order. The number in the Accu- 
mulator may be the result of a previous operation 
or may have been brought in by the previous trans- 
fer order. 

The result of an arithmetic operation remains 
in the Accumulator. It may be placed in storage by 
an additional order, but such a transfer does not 
affect the contents of the Accumulator. A number 



in the Accumulator remains there until cleared by 
a new order which requires an empty Accumulator 
for its completion. 

The characteristics of the Arithmetic Ele- 
ment will be discussed in greater detail in Section 
4. 

3.6 Input and Output Characteristics 

The output devices needed for WWI and 
WWII must be quite versatile. It will be neces- 
sary to read out large quantities of numerical data, 
probably onto film, and to provide for converting 
these data from binary to decimal base and for 
printing the results. Visual displays will be needed 
as well as film recorders for making permanent 
records of graphs of functions, both against time 
and against other functions. For certain simulator 
applications, a large number of electrical magnitude 
signals must be converted from binary code and 
sent to other equipment to actuate meters and 
servos. 

Film readers will be used for input mecha- 
nisms. Provision must be made for separate prep- 
aration of input films from keyboards where setup 
is convenient and does not require machine time. 
The contents of such films may be read into the 
computer at high rates of speed and there stored. 
It is also desirable to have a keyboard available 
which will allow rapid insertion of particular data 
into the machine during the course of a calculation. 
For simulator use, means must be provided for 
converting from mechanical and electrical signals 
to binary code and for inserting such data in the 
machine. These various devices will be discussed 
in detail in later reports. 

An extremely desirable additional function 
of the input and output devices is the use of the 
input and output medium as an intermediate-speed 
storage of large capacity. The film equipment pro- 
posed is only partly satisfactor>- for this purpose. 
Large quantities of previously prepared data may 
be placed on the films of the input readers and call- 
ed up as needed by the machine. However, if com- 
puted results are of such bulk as to require storage 
on the film, the time involved before such data may 
be received by the input is considerable. The film 
must be developed and sent to a reader. Even with 
automatic equipment, the remaining storage time 
may be excessive for some problems. This difficulty 
will not be serious, however, for large classes of 
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problems of immediate interest. A fluorescent film 
storage with no developing time should be available 
at some time in the future. Magnetic tape may also 
be used. 

3.7 Readback Checking 

Readback checking has been discussed pre- 
viously in Section 2.8. The general purpose and 
procedure of the check is given there. The detailed 
timing will be discussed later. 

One item that should be mentioned is the 
omission of readback checking on transfers to and 
from the Program Register. Such transfers are 
actually checked by a roundabout method. When 
the order is removed from Storage, it is also sent 
to the Check Register by way of the check bus. 
The order is sent to the Program Register and then 
to the Operation and Storage Switches. It is then 
read back into the main bus and sent to the Check 
Register for comparison. The check circuit includes 
the transfers to and from the Program Register as 
part of the checking loop. 

3.8 Test Storage 

For testing and checking purposes a small 
amount of storage in the form of vacuum tube flip- 
flops and manual switches is to be provided in 
WWI. This storage, limited to a total of 32 regis- 
ters, will be valuable during installation and pre- 
liminary testing of the computer and probably will 
be retained in the complete system for the storage 
and control of a programmed check problem. Such 
a check might be run by the computer every few 
seconds to inspect components for proper operation. 
Operation of the computer is explained in this re- 
port using test storage as an example where neces- 
sary. The diagrams include connections and circuits 
for the test storage but this report has not yet been 
extended to include electrostatic storage. 

3.81 Toggle-Switch Storage 

The Toggle-Switch Storage is part of the 
test storage being built for WWI, and will consist 
of 27 banks of switches. Each bank contains 16 
toggle switches, and can, therefore, store one 16- 
binary-digit word. The contents of each bank or 
register may be readily set or changed by manually 
setting the switches. 

In combination with the five flip-flop storage 
registers to be described below, the 27 toggle-switch 
registers form a total storage capacity of 32 words 



which may be readily controlled by a 32-way elec- 
tronic switch. 

The toggle-switch registers may be used for 
either orders or constants. 

During reading, the switches of the selected 
row will all be pulsed at once. The outputs of all 
switches will be mixed in a crystal diode matrix and 
sent to one set of line drivers for sending pulses to 
the bus. There is no question of receiving data 
from the bus for Toggle-Switch Storage. 

3.82 Flip-Flop Storage 

The Flip-Flop Storage is also part of the 
test storage. Five flip-flop registers of 16 binary 
digits each will be provided. These registers can 
receive as well as transmit information rapidly. In 
fact, these registers, in sufficient quantity, would 
do everything electrostatic storage would do. The 
expense and complication of such an arrangement 
would be prohibitive if the storage capacity were 
more than a few registers. 

The registers will be connected to the bus 
through a single set of line drivers. The desired 
register will be selected by the Storage Switch, and 
the proper gate tubes pulsed to cause it to read 
out to the bus or receive from the bus. In gen- 
eral, these registers will be used for holding partial 
and completed results during tests but they may 
also be used for holding orders which are to be 
modified. 

Each digit of each register will be provided 
with a toggle switch connected to a reset line. 
Whenever the reset line is pulsed, all registers are 
returned to some initially preset value. 

3.83 Setup 

The switches on the flip-flop registers and 
the toggle-switch registers are used for inserting 
data in the machine with test storage. No input 
readers or external storage is used. In general, 
constants and orders will be put in the Toggle- 
Switch Storage and initial conditions in the Flip- 
Flop Storage reset switches. The number of order 
sequences to be set up v/ill be small, and manual 
setting will not be a handicap. 

Remote setting of the Flip-Flop Storage re- 
sets will be provided in order to bring all the setup 
switches into one array. 

3.84 Program Counter Modifications 
Toggle switches will be provided on the sec- 
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tions of the Program Counter. When a calcula- 
tion is begun, a reset pulse will set the counter to 
the register position of the first order to be used. 
The rest of the orders will be taken in turn. When 
the last order is taken the counter will be full. The 
next add pulse will cause an end pulse which will 
reset the counter to the first order of the test se- 
quence or return it to the main program in the 
electrostatic storage as required. 

3.85 Starting the Computer Using Test 
Storage 

The sequence of operations for operation 
with test storage will be: 

1) The Toggle-Switch Storage will be set 
to the desired constants and orders. The orders 
will all be in one sequence and will be stored in 
higher-numbered registers, the last order being 
stored in the highest-numbered register. The 
position of the first order depends on the total 
number of orders. Any of the unused registers 
may be used for constants. 

2) The Flip-Flop Storage reset s>vitches 
will be set to the desired initial conditions of the 
variables. 

3) The reset switches on the Program 
Counter will be set to the register number of the 
first order in the order sequence. 

If now the computer is turned on, and the 
clock is started, all the reset lines can be pulsed so 
that the initial conditions are inserted in the flip- 
flop registers and the register number of the first 
order is in the Program Counter. Then, the com- 



puter can begin at the desired control order. 

The computer will run through the desired 
order sequence. When the sequence is complete, 
the end pulse will reset the counter to the first order 
position. The process will continue until the com- 
puter has been stopped manually, or until an error 
is detected by the checking and alarm circuits. 

For test purposes, results appearing from the 
computer as a result of control orders in test storage 
can be displayed on the face of a cathode-ray tube 
as an amplitude plot against time. The tube will 
start to sweep when the reset lines to the computer 
are all pulsed. The results from the computer will 
be converted from binary code to electrical magni- 
tude and used to set the vertical deflection on the 
tube. The beam will actually trace a series of steps 
which may either be smoothed electrically or dis- 
regarded if close enough together. 

The beam will eventually sweep off the face 
of the tube. The computer will continue calculating 
steps but the results will not be displayed. A new 
reset pulse may now be supplied to the computer, 
reinserting all initial conditions and also restarting 
the sweep on the cathode-ray display tube. The 
computer will recompute the previous trace and 
continue to do so at a repetition rate determined by 
the sweep interval. The display will remain fixed 
on the face of the tube and may be examined at 
leisure. 

In addition to this visual display, it will be 
possible to stop the computer and read numerical 
magnitudes from neon bulbs on the registers>. 



4. THE ARITHMETIC ELEMENT 

4.1 Binary Arithmetic 

4,11 Addition 

It is necessary to consider the methods of 
binary arithmetic to understand the processes which 
VVWI and WWII will use for computing. 

Consider the familiar problem of decimal 
addition. Figure 12 shows a simple decimal problem. 
The digits are added in pairs, it being possible, how- 
ever, to obtain a sum in any column which is great- 
er than 9. The extra digit needed to describe this 
sum is known as a carry. This carry must be added 
in to the left-hand adjacent place. Ordinarily, this 
carry operation is accomplished without Avriting it 
out specifically as shown in the example. A decimal 
adding machine must be able to perform carry 
additions of this type. 

Figure 13 shows a binary addition. The two 
binary numbers shown are summed up and it is 
once again possible to obtain a sum in any column 
which requires two digits. Thus, the sum of a 1 
and a 1 in the binary system comes out 10, the 1 
being a carry which once again must be added into 
the left-hand adjacent place. It is possible for these 
carries to produce other carries which must again 
be added in. In fact, it is possible, using 40-digit 
binary numbers, for a carry to be propagated the 
full length of the number, requiring 39 carry addi- 
tions in the process. It can be shown statistically, 
however, that the expected number of carries in a 
40-digit addition will be about five. * It is also pos- 
sible to build binary adders which are able to sum 
the carry simultaneously in a single operation. 

Figure 14 shows a simple binary adder. The 
lower flip-flops have their input signals supplied 
to their cathodes. They form simple scale-of-two 
counters. The addition of two ones to a flip-flop 
will restore it to zero, the overflow setting one of 
the tipper row of flip-flops. These upper flip-flops 
store the carries. Following the first operation of 
addition, the sum will appear in the lower flip-flops 
and the carries in the upper flip-flops. Gate tubes 
are connected to these upper flip-flops in such a 
manner that the gate is open if the flip-flop holds a 
1. If, then, the other grids of the gate are pulsed. 
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a carry pulse will be transmitted to the left-hand 
adjacent adder flip-flop. At each pulsing of the 
carry line, one carry addition will be performed. 

4.12 Subtraction; End-Around-Carry 

Negative numbers must be handled. Several 
possibilities are shown in Figure 15. The first is 
to handle the number as its absolute magnitude witlv 
an associated sign. This method is the customary 
notation. From the point of view of the computer, 
however, such a notation is not too satisfactory 
since it requires a special subtracting unit and the 
ability to discriminate signs. Methods more con- 
venient from the point of view of the computer are 
those using complements. In the lO's complement 
system, the positive number is subtracted from some 
higher power of the base than can be held in a 
standard register. The sum of a number and its 
complement is, therefore, this power of the base. 
The digit that signifies this power will lie off the 
left-hand end of the- register, the sum of a number 
and its complement then appearing as a zero. Since, 
therefore, we have obtained a number which when 
added to the original number equals zero, we have 
satisfied the requirements for a negative number 
designation. A similar method but more convenient 
is the use of 9's complements. In this system the 
positive number is subtracted from a power of the 
base less 1. The convenience may be noted from the 
illustration: the 9's complement is obtained by sub- 
tracting each digit of the positive number from 9. 
In binary notation each digit of a positive number is 
subtracted from one. This is equivalent to replacing 
all zeros by ones and all ones by zeros. The con- 
version from 9's complement to lO's complement 
can be effected by adding a one to the 9's comple- 
ment. Unfortunately, this addition may produce 
carries requiring an adder and an addition time for 
changing the sign of a number. The 9's complement 
system avoids propagation of carries. 

By using the complement system, an adder 
may be made to subtract. Subtraction processes are 
shown in Figure 16. The first example shows a sub- 
traction in which the result is negative. The sub- 
trahend is complemented and added to the minuend. 
The result is the difference in its complemented 
form. The second example shows the subtraction 
of two numbers whose difference is positive. Once 
again the subtrahend Is complemented and added to 
the minuend. In this particular case, however, the 
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difference is not in the desired form. It consists 
of the desired difference N^-Nj plus the terms 
2"-l. Fortunately, the correction for these terms 
is easy. The 2" represents a digit off the left-hand 
end of the register. If, therefore, this digit is car- 
ried around and added into the right-most place, 
both the 2" and the -1 will be corrected. This proc- 
ess is known as "end-around-carry", and is easily 
executed physically by connecting the carry section 
of the left digit of the Accumulator to the right 
digit counter. 

4.13 Multiplicatioa 

Multiplication is nothing more than the proc- 
ess of successive additions, the multiplicand being 
added to the partial product according to the digits 
in the multiplier. Figure 17 shows a decimal 
multiplication example. The rightmost digit of 
the multiplier is multiplied by the digits of the 
multiplicand in turn. It will be noted that the 
results of each of these small multiplications may 
be a two-digit number requiring, therefore, an 
addition proc.ess to obtain the partial product. 
Following the use of the right-most digit of the 
multiplier, the next digit to the left is used. The 
partial products formed are added together. Ad- 
dition of partial products is continued until all 
digits of the multiplier have been used. 

In multiplication, binary notation presents 
many advantages. As shown in Figure 18, the 
binary multiplication table is reduced to 1x1=1. 
Since the largest product of any two binary digits 
is the single binary digit one, there can be no 
carry between sections in forming the partial prod- 
uct. 

Figure 19 shows a binarj' multiplication ex- 
ample. It is carried out in the same fashion as 
the decimal example previously discussed except 
that each step is now simply a choice of whether 
or not to add in the multiplicand. This choice is 
governed by whether or not the multiplier digit is 
a one. 

A modification of the binary multiplication 
process is shown in Figure 20. This modification 
is helpful for the mechanization of the process. The 
multiplication begins as before with the addition 
of the multiplicand depending on the right-most, 
digit of the multiplier. Now, however, consider 
shifting both the multiplier and the partial product 
to the right one digit. The second step of the 
multiplication now considers the right-most digit 



of the remaining part of the multiplier, the multi- 
plicand being added in directly. It is not necessary 
to shift the multiplicand since the partial product 
has already been shifted. This process of shifting 
multiplier and partial product to the right and then 
adding in the multiplicand, if the right-most digit 
of the multiplier is a one, continues until the entire 
multiplier has been used. 

The basic essentials for this multiplication 
are shown in Figure 21. The multiplicand is stored 
in a binary register, the A-Register, while the mul- 
tiplier is stored in d. second binary register, the 
B-Register. The product is built up in the adding 
unit of the Accumulator or AC. Gate tubes are 
provided for adding the contents of the A-Register 
into the Accumulator. 

Figure 22 shows the addition of a sensing 
device for examining the right-most digit of a mul- 
tiplier. A gate tube is connected to the right-most 
digit flip-flop of the B-Register in such a fashion 
that this gate tube is on when the digit of the right- 
most column of the B-Register is a one. A pulse 
is now supplied to this gate tube, and if the multi- 
plier digit is a one, the gate tube between AR and 
AC will be opened and the contents of AR will be 
added to AC. 

Figure 23 shows the means provided for 
shifting the multiplier and partial product by one 
digit. A second gate tube is provided which is also 
connected to the right-most digit of the B-Register. 
This gate tube is arranged so that it is on when 
the right-most digit is a zero. When a pulse is 
supplied to this gate tube the contents of the 
Accumulator and B-Register are both shifted to 
the right one digit. The digit which would or- 
dinarily be shifted off the Accumulator is put into 
the now empty space in the left-hand end of the 
B-Register. 

Figure 24 shows a complete system for 
carrying out the successive additions of a multi- 
plication. The clock pulses are supplied at the bot- 
tom line. If the right-most digit of the multiplier 
is a zero, gate tube No. 2 will be on and gate tube 
No. 1 will be off. The clock pulse will pass through 
gate tube No. 2 and cause the partial product in 
AC and the multiplier in BR to be shifted to the 
right one digit. A new multiplier digit will be put 
in the sensing position. 

If the right-most digit of the multiplier is 
a one, gate tube No. 1 will be on and gate tube 



4.1 BINARY ARITHMETIC 



23 



No. 2 will be off. The clock pulse will pass through 
gate tube No. 1 and add the contents of AR into 
AC. This pulse after passing gate tube No. 1 will 
also return to the input of the right-most digit of 
BR, changing it from a one to a zero. The next 
pulse to come along will find gate tube No. 2 on 
and will shift instead of add. At each step of the 
process, partial product and multiplier are shifted. 
The multiplicand is added to the partial product 
prior to the shift if the multiplier digit is a one. If 
the multiplier digit is zero, the shift only is per- 
formed. 

Figure 25 shows the complete multiplication 
control. A flip-flop is used to control a gate tube on 
the clock pulse input. When a multiplication is 
desired, a pulse is sent into this flip-flop, turning 
on the gate tube and sending clock pulses to the 
gate tube control previously mentioned for form- 
ing the successive additions of the multiplication. 
A counter is supplied for stopping the additions 
when the multiplication is complete. At each shift 
this counter is indexed one point. When the 
counter is full, it will send an overflow pulse down 
to the input flip-flop, turning off the clock pulse 
gate tube and stopping the multiplication. The 
counter is set so that this multiplication operation 
will be stopped after all digits of the multiplier 
have been sensed. 

If would be possible to order the multiplica- 
tion operation using the control distributor de- 
scribed previously. The main control is used for 
ordering some of the simpler operations such as 
addition and subtraction. More complicated oper- 
ations such as multiplication and division may be 
more simply and efficiently accomplished by using 
separate controls as shown in Figure 25. 

Nothing has been said about effecting the 
carry for each of the additions in the multiplication. 
The carries cannot be allowed to accumulate since 
it is not possible to store more than one per digit. 
One possibility is to effect a full carry following 
each addition, thus clearing all the carry flip-flops. 
This method would be satisfactory mathematically 
but would be wasteful of computing time. As will 
be shown below, it is not necessary to perform more 
than one step of the carry for each addition in the 
multiplication. 

The only requirement on the carry at each 
addition is that it be possible to make another addi- 



tion to the partial product without overflowing the 
capacity of the register. It is not necessary to clear 
the carry flip-flops entirely until the final product 
is obtained. The total capacity of each digit section 
of the Accumulator is 11 in binary notation or 3 in 
decimal notation. The 2 can be stored in the carry 
flip-flop; the 1 can be stored in the partial-sum 
flip-flop. The multiplicand to be added in cannot 
exceed 1 in each digit section. (The mutiplicand 
has no unadded carries.) If it can be assured that 
no section of the Accumulator holds more than 2 
following an addition, then it can also be assured 
that the next addition cannot require any section to 
hold more than its capacity, 3. 

This assurance can be obtained by perform- 
ing only a single step of the carry. A section can 
hold a 3 only if its carry flip-flop holds a 1 while 
its partial-sum flip-flop also holds a 1, either there 
originally or added . in by a carry from the right. 
But a single carry step clears all carry flip-flops 
initially, leaving in each section a 2 if the partial- 
sum flip-flop held a 1 and a 1 was added in from 
the right; a 1 if there was originally a 1 and no 
carry or a and a carry, or a if the partial-sum 
flip-flop held a and there was no carry from the 
right. Under no circumstances will the section hold 
3. The next addition and as many more as are re- 
quired may, therefore, be safely made as long as 
a single carry is performed after each one. 

It will be necessary to perform a full carry 
on the final product before it is in standard form, (no 
unadded carries). It is also necessary to shift the 
contents of the carry flip-flops to the right as well 
as the contents of the partial-sum flip-flops. This 
shifting may be accomplished in several ways. One 
is to perform the single carry and then shift both 
rows of flip-flops. Another is to shift the partial- 
sum flip-flops only, performiing the single carry 
afterward, taking account of the fact that the sec- 
tions into which they are to be added have been 
shifted. The new carries result in the proper sec- 
tions. A method is described In Section 4.43 for 
combining both shift and carry in a single opera- 
tion. Using this method, the system described in 
Figure 25 is still appropriate. 

Since the product of 2n-dlglt numbers 
will result in a 2n-digit product, some method must 
be provided for handling these extra digits. In 
general, they are insignificant and can be thrown 
away. This process requires the proper rounding 
off of the number. In rounding off. If the last n 
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digits are merely thrown away, the remainder will 
always be less than the complete number. In the 
course of a problem requiring a very large number 
of multiplications, the bias due to this procedure 
will become excessive. It is desirable to increase 
by one the right-most digit that is kept if the 
number thrown away is greater than a half of this 
digit. A convenient way of accomplishing this in 
the decimal system is to add five to the first digit 
to be thrown away. If this digit is five or greater, 
a one will be carried to the right-most digit of the 
number saved ; if this digit is less than five, the 
right-hand digits will simply be discarded. This 
process is illustrated in Figure 26. In binary no- 
tation an entirely similar process can be used in 
which a one is added to the first digit to be dis- 
carded, resulting in a carry if this digit is a one 
and no carry if it is zero. No provision is made 
for properly caring for the ambiguous case in 
which the discarded part of the number is exactly 
one-half. However, in 40-digit multiplication, 40 
digits will be thrown away, and the chances of this 
40-digit number being exactly one-half are very 
small. The bias due to this process is also very 
small and can be neglected in most problems. 

4.14 Shifting 

The process of transferring a number to right 
or left within a register is called shifting. If a 
number is shifted one digit to the right, each digit 
of the number is transferred to the next digit space 
on the right. The right-most digit is transferred off 
the register and lost. Zeros or ones are inserted in 
the left-hand end depending on whether the number 
being shifted is positive or negative. The process 
may be extended any number of digit spaces, and 
is similar for shifting left. 

Shifting is equivalent to pointing off. Shift- 
ing right is equivalent to moving the point to the 
left and vice versa. Thus, shifting right is equiva- 
lent to dividing by the base, in this case 2. Shifting 
left is equivalent to multiplying by 2. 

4.15 Division 

Division is carried out by a process of succes- 
sive subtractions in the same manner as decimal 
division. Once again the binary system is consid- 
erably more convenient than the decimal. 

1) There is no cjuestion as to how many 
times the divisor will go into the remainder. In 



decimal division there are ten possibilities. In 
binary division there are only two possibilities, 
1 and 0, corresponding to success and failure. The 
divisor either goes in or it does not. 

2) In the normal course of mechanized 
division, the process is to subtract the divisor 
from the dividend as many times as possible until 
an overcast occurs. By overcast is meant the ap- 
pearance of a negative remainder. There are now 
two possibilities. 

First, the divisor may be added once, clear- 
ing the overcast. The net number of subtractions 
is the appropriate digit of the quotient. The re- 
mainder may now be shifted left one digit and the 
process repeated. See the illustrative example. 
Figure 27. 

The second possibility is to shift left im- 
mediately after the overcast occurs and then to add 
the divisor to the negative remainder until a positive 
result is obtained. The remainder is again shifted, 
the divisor subtracted, and the process proceeds 
alternately adding and subtracting the divisor. The 
quotient will be in rather peculiar form. The addi- 
tions must be considered as negative digits in the 
quotient. Corrections must be made before the re- 
sult is in standard form. 

When binary numbers are used no such cor- 
rection is necessary. Suppose that in the course of 
a division an overcast occurs. Now, in the first 
method above the overcast would be followed by 
an addition, a shift, and a subtraction. The shift 
and subtraction is equivalent to subtracting one-half 
the divisor, and the net result, including the pre- 
ceding addition, is the addition of one-half the divi- 
sor. The same result may be obtained by shifting 
and adding. Only one addition or subtraction is 
needed at each step. 

The above considerations lead to the follow- 
ing procedure for binary division. 

1) Subtract the divisor. 

2) If the remainder is negative, put down 
a zero in quotient and shift the remainder left 
one digit. Next, add the divisor. 

3) If the remainder is positive, put a one 
in the quotient and shift the remainder left one 
digit. Then again subtract the divisor. 

4) Continue the above process for the re- 
quired number of steps. 

Since the division process requires subtrac- - 
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tion and the shifting of negative numbers, care must 
be taken to perform the necessary sign corrections 
and end-around-carries. 

Figure 28 illustrates a binary division carried 
cut by this method. 

Since the computer registers are incapable of 
holding a number greater than one, the divisor must 
always exceed the dividend for a successful divi- 
sion. A convenient check on this requirement is 
to notice the result of the first subtraction of the 
division process. If the remainder is positive, then 
the dividend exceeds the divisor, a setup error has 
been made, and the machine should stop. 

A second, relatively minor, problem arises in 
the representation of zero in the 9's complement 
system. If a number is added to its negative the 
result should be zero. In the 9's complement sys- 
tem the result is all 9's, which must represent zero. 
In the binary system zero is all I's. All O's also rep- 
resent zero, since the negative of zero is also zero. 

The means which the computer has available 
for checking the sign of the remainder is to ex- 
amine the sign digit of the Accumulator. If this 
digit is a one, the remainder is negative, represent- 
ing an unsuccessful subtraction. If the digit is a 
zero, the remainder is positive, representing a suc- 
cessful subtraction. But a zero remainder, which 
represents the most successful subtraction possible, 
results in a one in the sign digit place. The quo- 
tient which should end in a one followed by all zeros 
will instead end in a zero followed by all ones. This 
difficulty is corrected by the rounding procedure, 
as will be discussed later. 

4.2 The Arithmetic Registers 

The Arithmetic Element is shown schemat- 
ically in Figure 29. It consists of three major parts 
and a number of smaller control elements. The 
major parts are: 

1) The A-Register— The A-Register or AR 
is a simple flip-flop storage register, the purpose 
of which is to receive all numbers coming from 
storage to the .Arithmetic Element. It holds in- 
coming numbers prior to their addition to or sub- 
traction from the contents of the .\ccumulator. 
The A-Register is also used as a storage place 
for the multiplicand in multiplication and the div- 
idend in division. 

2) The Accumulator — The Accumulator or 
AC is the adder element which is used for all the 



arithmetic operations. It forms the sum or dif- 
ference in addition and subtraction and the prod- 
uct in multiplication, and holds the remainder in 
division. 

3) The B-Register— The B-Register or BR 
is used to hold the multiplier during multiplica- 
tion and the quotient during division. 

The three registers have other capabilities, 
which will be discussed in the appropriate sections. 

4.3 The A-Register 

The functions of the A-Register are: 

1) To receive a number coming into the 
Arithmetic Element from storage. The A-Reg- 
ister must be connected to the bus by a set of 
gate tubes. 

2) To transmit numbers to AC for addition 
or subtraction. Gate tubes must be provided 
for reading either the number or its complement 
into AC- 

3) To hold the multiplicand and divisor. 
No additional equipment is required for these 
services. The contents of AR are simply added 
or subtracted into AC in a normal fashion, but 
under the control of the process in question. 

4) To sense the sign of the number in the 
A-Register for use in determining the signs of 
products and quotients. 

5) To change the sign of the number in 
the A-Register by forming its complement. 

4.4 The Accumulator 
4.41 Simple Adder 

The Accumulator must be able to add two 
binary numbers. One of these numbers is presumed 
to be in the Accumulator flip-flops ; the second is 
sent in from the A-Rcgister through a set of gate 
tubes- 
Section 4.11 describes briefly the processes 
of binary addition. Figure 30 shows a simple binary 
adder. One number is held in the lower flip-flops. 
The digits of the second number are supplied on the 
lines coming into the trigger inputs of the flip-flops. 
The sum appears in these flip-flops with the carries, 
if any going into the upper or carry flip-flops. A 
carry signal is supplied only when a partial-sura 
flip-flop goes from a 1 back to a 0, a situation that 
occurs when a 1 is added to a 1. 
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The carries are added into the adjacent 
partial-sum flip-flops when the carry line is pulsed. 
These carry additions may produce new carries re- 
quiring more carry additions. There may be as 
many carry additions as there are digits in a num- 
ber, although the average number of carries will 
be much smaller. If a sensing device is added which 
will determine when all the carry flip-flops are 
empty, advantage can be taken of the small average 
number of carries. 

4.42 High-Spfeed-Carry 

It is possible to perform all the carries in one 
step. Referring again to the low-speed carry, it 
will be seen that a new carry will be created only 
if a carry being added to a partial-sum flip-flop 
finds this flip-flop already holding a 1. The result- 
ing carry must be added to the adjacent partial-sum 
flip-flop. If, therefore, the original carry digit com- 
ing in Is allowed to go past the flip-flop -holding a 
1 and add into the next in line, the time-consuming 
side trip through the carry flip-flops will be avoided. 

Such a carry system Is shown in Figure 31. 
The addition is the same except that the carry 
signal to the carry flip-flops is sent through gate 
tubes connected to the 1 sides of the partial-sum 
flip-flops. This Is done so that the carry may be 
conveniently avoided later In the operation. 

The carry flip-flop gate tubes are pulsed as 
before but only one pulse Is necessary. If the ad- 
jacent partial-sum flip-flop holds a 1, the carry finds 
the high-speed carry gate tube on, and passes 
through to add to the next section. If this section 
also holds a 1, the carry will pass on until it finds 
a 0. The carry digit will also add Into the flip-flops 
on the way, but diodes are provided to prevent the 
carry digits from resetting the carry flip-flops. The 
addition procedure Is then : 

1) Add the new number into the Accumu- 
lator. The sum will appear partly In the partial- 
sum flip-flops and partly In the -carry flip-flops. 

2) Pulse the carry line once. All the car- 
ries will be added In and the complete sum will 
appear in the partial-sum flip-flops. The time 
required will be the transit time through the high- 
speed carry gate tubes. There may be as many 
of these tubes in line as there are digits in the 
Accumulator. 

Also shown in Figure 31 are the read-out 
gate tubes, which allow the contents of the Accu- 



mulator to be transmitted to the bus and from there 
to storage. 

4.43 Shift and Carry 

The Accumulator must be able to shift right, 
not only because of the general value of this opera- 
tion, but also because it Is a basic part of the mul- 
tiplication procedure. It turns out that a special 
modification of shift right is very valuable in re- 
ducing multiplication time. This modification con- 
sists of performing the single carry and shift-right 
operations simultaneously with only one setting of 
the flip-flops required. 

The method is as follows: 

1) The contents of the partial-sum and 
carry flip-flops of any digit column following a 
single carry are determined by the prior contents 
of the same partial-sum flip-flop and the carry 
flip-flop belonging to the next digit to the right. 
This Is so because the contents of the carry flip- 
flop are added to the partial-sum flip-flop, the 
sum of the two determining the contents of the 
digit following the carry. 

Following both the shift and the carry, the 
contents of any digit column are completely deter- 
mined by the original contents of the same carry 
flip-flop and the partial-sum flip-flop in the next 
digit column on the left. 

There are two possible positions for each of 
the two flip-flops in question. If, then, the two flip- 
flops are made part of a four-way switch, the out- 
puts of the switch may be used to select the new 
contents of a digit column. The equivalents are 
shown in the following table. 



FF 



FF2 



FFl 



FF3 



CARRY FF 
PARTIAL-SUM FF 



CONTENTS 




Before 




After 


FFl FF2 


FF3 


FF2 











1 


1 





1 


1 





1 1 





1 



If, then, both FFl and FF2 are either or 1 be- 
fore shift and carry, then FF3 should be a after- 
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wards. If either FFl or FF2 is a 1 and the other 
beforehand, then FF3 should be a after the op- 
eration. The easiest way to set FF2 when it con- 
tains a 1 initially is to clear it if FFl is and not 
clear it if FFl is a 1. The case where FFl is 1 and 
FF2 is is still satisfactory, since FF2 will remain 
even without a clear pulse. 

The system is shown in abbreviated form in 
FigTire 32. The method is also satisfactory for 
simple shift right. 

4.44 Shift Left 

There is no need for a special method such 
as the carry added to shift right. Shift left is de- 
scribed in Figure 33. 

The gate tubes GTO and GTl are connected 
to the and 1 sides of FF2 respectively. One gate 
tube or the other will be on depending upon the 
condition of FF2. 

A pulse on the shift-left line will proceed 
through the open gate tube and set FFl to the same 
state as FF2. An equivalent system will set FF2 to 
the same state as FF3 and so on. The delays are 
provided to allow time for the shift-left pulse to 
proceed through the gate tubes before the FF's are 
set. 

During the division operation it is desirable 
to shift left on certain digits where the shift is not 
ordinarily required. These circumstances will be 
clarified when the division and shift operations are 
described in Section 4.6. 

4.45 Other Requirements 

In addition, the Accumulator must have the 
following abilities: 

1) It must be able to read out to the bus. 
All information extracted from the Arithmetic 
Element for storage or display must come from 
the Accumulator. 

2) It must be able to read into the B- 
Register. The multiplier is originally in AC and 
must be transferred to the B-Register before a 
multiplication can start. It would be too slow to 
transfer by shifting; therefore, a set of transfer- 
ring gates are provided. 

4.5 The B-Register 

The B-Register is used for holding the mul- 
tiplier during multiplications and the quotient dur- 
ing division. The B-Register must have the follow- 
ing abilities: 



1) It must be capable of receiving num- 
bers transferred to it from the Accumulator. It 
is not necessary for the B-Register to read out 
except by shifting left. 

2) It must be able to shift its contents to 
the left or right, thereby either inserting digits 
in AC or removing them from AC as the case 
may be. 

3) It must be able to sense the condition 
of both the right and left digits for use in mul- 
tiplication and correction for sign. 

4.6 The Operations 

The operations given in the order code of 
Section 2.53 will now be discussed in detail. The 
Arithmetic Element drawing. Figure 29, will be 
used in these discussions with those parts not per- 
tinent to the particular operation deleted in each 
case. 

4.601 Clear and Add— ca. Figure 34 

The purpose of the clear-and-add order is 
to insert a number coming along the bus from 
Storage into the Accumulator. All numbers going 
into the Arithmetic Element go first into the A- 
Register. From there the number will go to AC, 
which has been cleared previously. The order of 
operations is : 

1) Clear A-Register. 

2) Read in from bus. 

3) Clear Accumulator. (This may be done 
at the same time as either 1 or 2.) 

4) Add (transferring contents of AR into 
AC). No further operations are neces- 
sary. ■ 

4.602 Add— ad. Figure 35 

The purpose of the add order is to add a 
number coming along the bus from Storage to a 
number already in the Accumulator. The order of 
operations is: 

1) Clear A-Register. 

2) Read in from bus. 

3) Add (transferring contents of AR into 
AC). 

4) Carry (pulse the high-speed carry line 
once). The sum will then be in the AC 
partial-sum flip-flops. The Accumulator 
itself will take care of any end-around- 
carries. 
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One problem, that of the arithmetic check, 
still remains. See Section 2.82. If the sum of the 
two numbers added exceeds unity, the register 
capacity of the computer will have been exceeded 
and the computer should recognize the error. 

This check is carried out in the following 
manner ; 

1) If the numbers added together are both 
positive, the sum will be positive. An overflow 
will result in the appearance of a 1 in the sign- 
digit space after the carry, 

2) If one number is positive and the other 
negative or if positive numbers are subtracted, 
then the sum can never exceed in magnitude the 
larger of the two numbers. These numbers are 
each presumed to be less than unity; therefore, 
the sum can never be greater than unity and an 
overflow cannot occur. 

3) If both numbers are negative, the "sum 
should be negative. The sign digits when summed 
result in a in the sign digit of AC plus a 
carry in this column. The sign digit is replaced 
by a carry from the right. If no such carry 
appears, the sign digit will remain 0, represent- 
ing an overflow. 

To recapitulate, if the numbers added are 
positive and a carry is added into the sign-digit 
place of AC, an overflow has occurred. If the 
numbers added are negative and no carry is added 
into the sign-digit place of AC, an overflow has 
occurred. No overflow? is possible if the numbers 
added are of different sign. 

Consider Figure 36, which is a sketch of the 
ACO or sign-digit section of the Accumulator show- 
ing the connections required for arithmetic check. 
The details of the section have been left out. The 
ACO carry FF is shown external to the Accumu- 
lator in Figure 35. 

The only differences between this section 
and a normal Accumulator section are; 

1) The signals to the carry flip-flop are 
sent to the trigger input instead of to the or 1 
inputs. 

2) The dotted line connecting the carry 
input from ACl to the ACO carry trigger input 
has been added. 

3) A diode has been added to keep the 
carry pulse from clearing the ACO carry FF. 



The operation now is : 

1) Addition of two positive numbers. 

Before the carry, both ACO FF's will hold O's. 
If a carry comes in from ACl signifying an over- 
flow, the carry pulse will travel up through the 
dotted line, setting FF 309.01 to a 1 and opening 
GT 600.04. The check pulse, supplied at a later 
time, will go out on the alarm line. If no carry 
comes in, FF 309.01 will remain set to 0, GT 600.04 
will be off, and no alarm pulse will result. 

2) Addition of a positive number to a 
smaller negative number. 

Before the carry, ACO partial-sum FF will 
hold a 1 and the ACO carry FF a ; GT 05 will be 
on. A carry will come in from the right (see Sec- 
tion 4.12, Fig. 16) and change ACO partial-sum FF 
back to 0. The pulse will travel through the dotted 
line setting FF 309.01 to a 1. The pulse will also 
pass through GT-05, providing an end-around-carry 
which will travel through the delay back to FF 
309.01, resetting it to 0. There can be no overflow 
and there will be no alarm. 

3) Addition of a positive number to a 
larger negative number. 

Before the carry, the ACO partial-sum FF 
will hold a 1 and the ACO carry FF a 0. GT 05 will 
be on. However, no carry will come in from the 
right- (See Section 4.12, Figure 16.) FF 309.01 will 
remain off. There can be no overflow and there Vvill 
be no alarm. 

4) Addition of two negative numbers. ' 

Before the carry, the ACO partial-sum FF 
will hold a and the ACO carry FF a 1. When the 
carry line is pulsed, an end-around-carry will re- 
sult but FF 309.01 will not be cleared. If there is 
an overflow, no carry will come in from the right, 
the FF will remain set, GT 600.04 will be on, and 
the check pulse will produce an alarm. 

If a carry comes in from the right, it will 
reset FF 309.01 by way of the dotted line. There 
•will then be no alarm. 

4.603 Clear and Subtract-cj. Figure 37 

The clear-and-subtract order is similar to the 
clear-and-add order except that the negative or 
complement of the number is put into AC. The 
order of operations is: 

1) Clear A- Register. 

2) Read in from bus. 
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3) Clear Accumulator. (May be done at 
the same time as either 1 or 2.) 

4) Subtract (transferring the negative of 
the number in AR into AC). 

No further operations are necessary. 

4.604 Subtract— i«. Figure 3S 

The subtract operation is the same as add 
except that the complement of the number in AR is 
added to the number in AC. The arithmetic check 
is the same as for add. 

The order of operations is: 

1) Clear A-Register. 

2) Read in from bus. 

3) Subtract (transferring negative of con- 
tents of AR to AC). 

4) Carry. (Pulse the high-speed carry 
line once.) 

5) Arithmetic check 

No further operations are necessary. 

4.605 Multiply and Roundoff — mr. Figure 39 

In the multiply-and-roundoff operation, the 
number coming along the bus from storage is to 
be multiplied by the number in the Accumulator. 
The product is to be rounded off to a single regis- 
ter length, the insignificant digits being discarded. 

The multiplication operation is outlined in 
Section 4.13. The multiplicand should be in AR as 
it will be when received from the bus. The multi- 
plier should be in BR and must be transferred 
there from the Accumulator. 

The initial operations are: 

1) Clear AR and BR (to prepare them for 
receiving multiplicand and multiplier). 

2) Read in from bus (putting multiplicand 
in AR). 

Before transferring the multiplier from AC 
to BR, consider the problem of the multiplication 
of negative numbers. The multiplication process 
that has been described is only for positive num- 
bers. The product of negative numbers represented 
ill the 9's complement becomes very complicated. 

2-N,-2-'^ 

_ X 2-N,- 2-^ 

~~~ 4-2(N,-f N,)+N,N,-2X2X2-'' 
-f2-MN, + N,)+2-n 

= N,N, -f 4 -2-"+= + 2-='" - (2-2-") (N, -f- N,) 



Correction must be made for all the super- 
fluous terms. 

For this reason the Arithmetic Element is 
designed to multiply positive numbers only. Nega- 
tive numbers are changed to positive numbers prior 
to a multiplication and the sign of the product is 
changed after the operation if necessary. 

The Sign-Control FF 304.01 is used for re- 
membering the proper sign for the product. GT 
304.05 is connected to the sign digit FF of AC in 
such a manner as to be on if this digit is 1 (cor- 
responding to a negative multiplier). A pulse com- 
ing in the accumulator sign line will pass GT 
304.05 if the multiplier is negative. The pulse then 
goes in the complement line to AC, changing the 
multiplier to a positive number. It also goes to 
the Sign-Control PF 304.01, setting it to a 1. If 
the multiplier is positive, the pulse goes no further 
than GT 304.05. The accumulator sign pulse thus 
insures that the multiplier is positive. If the sign 
of the multiplier has been changed, this fact is re- 
membered in FF 304.01. 

The same procedure is used for checking the 
sign of the multiplicand in the A-Register. GT 
304.07 is on if the multiplicand is negative. The 
A-Register sign pulse will then complement the 
A-Register, changing the multiplicand to a positive 
number. The sign pulse will also change the con- 
dition of Sign-Control FF 304.01. 

The result of these operations is : 

a) Both multiplier and multiplicand are 
positive. 

b) If the sign of neither multiplier nor 
multiplicand was changed, FF 304.01 
will remain set to 0. 

c) If the sign of either the multiplier or 
the multiplicand (but not both) was 
changed, FF 304.01 will be set to a 1, 
representing the fact that, the sign of 
the product will be wrong and must be 
changed. 

d) If the signs of both multiplier and mul- 
tiplicand were changed, FF 304.01 will 
be set to a 0, which is correct since the 
product of two negative numbers is 
positive. 

The further operations in preparation are : 
3) Accumulator Sign (to check sign of 
multiplier) 
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4) To B-Register (transferring positive 
multiplier from AC to BR) 

5) Clear AC (ready for product) 

6) A-Register Sign (to check sign of mul- 
tiplicand) 

7) Multiply 

The multiply pulse changes FF 306.01 to a 
1, opening GT 306.04 and allowing high-frequency 
time pulses to reach the B-Register. The multiply 
pulse also resets the Step Counter 305 so that an 
end-carry will be obtained after the proper number 
of steps have been completed. 

The high-frequency time pulses are supplied 
to the right-most digit of BR. 

If BR15 holds a 1, the pulse will return on 
the from-BRl5(l) line and go up to the add input 
of the A-Register. The multiiplicand will be added 
into AC. A connection is provided within BR for 
resetting BR15 to 0. 

If BRIS is a or has been reset to by a 
BR15(1) pulse, the next time pulse will come out 
the from-BRl5(0) line and will cause a shift-and- 
carry in AC, a shift-right in BR, and an addition 
into the Step Counter. 

The system shown is thus equivalent to 
Figure 25, Section 4.13. When the proper number 
of steps have been performed (15 for the 16-digit 
WWI), the step counter will put out an end-carry 
pulse which will return FF 306.01 to 0, closing GT 
306.04 and stopping the operation. 

The original multiply pulse stopped the flow 
of time pulses to the distributor in the main con- 
trol. The rest of the computer has been waiting 
during the high-frequency part of the operation. 
The end-carry pulse from the Step Counter not 
only stops the high-frequency time pulses but also 
turns on the main control Time-Pulse Distributor, 
restarting the main part of the computer. 

The contents of the Accumulator do not con- 
stitute the final product as yet. There may be some 
carries left in the carry flip-flops, since only single 
carries have been performed. The next steps are 
then ; 

8) Carry (high-speed) 

9) Roundoff 
10) Clear BR 

The roundoff pulse is sent to BR at the same 
time that the carry line is pulsed. If BRO, the left- 
most digit of BR and correspondingly the next digit 



of the product beyond the last one to be kept, is a 
1, the roundoff pulse will be sent into the end- 
around-carry line and be added into AC15. If BRO 
is a 0, nothing will be added in. The contents of BR 
followirig roundoff are of no value and may be dis- 
carded. 

It may be necessary to change the sign of the 
rounded product which is now in the Accumulator. 
If the sign is to be changed, FF 304.01 will be set 
to a 1 and GT 304.04 will be on. A pulse on the 
product-sign line will pass through the gate tube 
and complement the product in the Accumulator. 
The pulse will also reset the Sign-Control FF to 
0, ready for the next operation. 

11) Product-Sign 

The rounded product with the proper sign is 
now in AC and the multiplication operation is 
complete. 

4.608 Multiply and Hold Full Product— ^n/i. 
Figure' 39 

The mh operation is identical with the mr 
operation except that the product is kept at the 
full two-register length instead of being rounded off 
at one register length. 

The steps are the same as those in mr, except 
that the roundoff pulse is omitted at the final carry 
and the B-Register is not cleared. The product- 
sign pulse complements AC if necessary but not BR. 
The only way that the contents of BR can be used 
is to put them in AC by shifting left. The sign of 
BR will be taken care of during this shift, which 
is a separate operation. 

4.607 Divide — dv. Figure 40 

In the divide operation, the number held in 
the Accumulator of the Arithmetic Element is to be 
divided by the number coming along the bus from 
Storage. The quotient will be- left in the B-Register. 
An additional shift-left operation will be required 
to get the quotient into AC where it can be used. 

The division operation is outlined in Section 
4.15. The dividend will be in AC as the result of 
some earlier operation. The divisor will be brought 
into AR from the bus. The necessary equipment 
is shown in figure 48. 

The initial operations are : 

1) Clear AR (prior to receiving the divisor 
from the bus). 
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2) Read in from bus (putting divisor in 
AR). 

Once again it is convenient to operate with 
positive numbers only. The divisor and dividend 
are made positive, and the desired sign of the quo- 
tient stored in the Sign-Control FF 304.01, as in 
multiply-and-roundoff. See Section 4.65. 

3) Accumulator Sign (to check sign of 
dividend). 

4) A- Register Sign (to check sign of divi- 
sor). 

The divisor and dividend are now ready for 
the process of successive subtractions by which the 
division is accomplished. One difficulty still re- 
mains : the capacity of a register is less than unity. 
The divisor must therefore be greater than the divi- 
dend for the quotient to be less than unity. Once 
again, the burden of assuring this condition lies on 
the person assigning scale factors as part of the 
setup procedure. It would still be desirable for 
the machine to be able to detect such a setup error. 

A method of determining such a division 
overflow is to examine the result of the first sub- 
traction. If the remainder is positive, the dividend 
was greater than the divisor and an overflow has 
occurred. 

It is therefore desirable to subtract the divi- 
sor from the dividend before any shifting is done. 
The division control to be described below provides 
for subtraction only following a shift. The initial 
subtraction is therefore ordered by the main con- 
trol. 

5) Subtract (forms first subtraction of 
divisor from dividend) 

6) Divide 

The divide pulse sets FF 308.01 to a 1, open- 
ing GT 308.04, allowing low-frequency clock pulses 
to reach the Divide Time-Pulse Distributor. The 
Step Counter is also reset to give an end-carry 
after the proper number of counts. 

The Divide Time-Pulse Distributor FF 
308.02 is originally set to 0. GT 308.05 is on, and 
GT 308.06 is off. The first time pulse from GT 
308.04 will pass through GT 308.05 to carry line 
and effect the carry which will add one to the Step 
Counter. 

FF 308.02 will be set to a 1 by the time 
pulse after it progresses through the delay. The 
next pulse will pass through GT 308.06, which is 



now open, and will go to the divide-shift-left lines 
of both AC and BR. 

Divide-shift-left differs from standard shift- 
left in the following particulars : 

a) Every digit of AC is shifted, including 
both the sign digit ACO and ACl, which 
are not shifted ordinarily. 

b) The left-most digit of BR, BRO, is not 
shifted left although it is shifted ordi- 
narily. The digits of BR are, therefore, 
not shifted into AC. 

The reasons for these changes are as follows : 

The entire contents of AC are to be shifted; 
therefore, ACl must be shifted. It is now necessary 
to shift negative numbers. A negative number is 
assumed to have I's extending beyond the last digit 
instead of O's as for positive numbers. 

Positive number 0.10101 

means 0000.1010100000^ 

Negative number I.OIOIO 

means llli.OlOlOllllUl 

When a negative number is shifted to either 
right or left, it is necessary to Insert I's instead of 
O's in the vacated spaces. The insertion may be 
conveniently accomplished in shift-left by taking 
the 1 shifted off the left end and inserting it in the 
right end in a sort of end-around-carry. The con- 
tents of BR bear no relation to 'the contents of AC 
and should not be shifted into AC. 

The sign of the remainder must be sensed 
before the decision to add or subtract can be made. 
When the divide shift-left is made, the' sign digit 
is shifted off into the lines leading around to AC15. 
The sign digit is thus readily available for initiating 
addition and subtraction. The shifted sign digir 
is also used for building up the quotient. 

The following operations result from the di- 
vide shift-left pulse. 

a) The entire contents of AC are shifted 1 
space to the left. This shift includes 
the insertion of a 1 in the right-most 
place of AC, if necessary. 

b) The contents of BR are also shifted 
left except for the left-most digit. 

c) A 1 shifted left from ACO represents 
a negative remainder. The 1 is therefore 
used to initiate an addition and to in- 
sert a in the right end of BR. 
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d) A shifted left from ACO represents a 
positive remainder. The is therefore 
used to initiate a subtraction and to 
insert a 1 in the right end of BR. Note 
that a shift produces a positive- pulse on 
either the or the 1 line. An actual 
pulse is thus available for producing the 
above operations. 

The necessary additions, subtractions, shifts, 
and insertion of digits into the quotient are all 
accomplished by the divide shift-left pulse. Fol- 
lowing each divide shift-left is a full high-speed 
carry supplied from the Divide Time- Pulse Distrib- 
utor. A full carry is needed to guarantee obtaining 
the true sign of the remainder. Lovv^-frequency 
clock, pulses are used to allow time for the carry 
and for the sequence of operations initiated by di- 
vide shift-left. 

The divide-error FF 308.03 is used to deter- 
mine if the result of the first subtraction is positive 
or negative and to give a warning if an overflow 
has occurred. The Accumulator sign pulse sets 
FF 308.03 to 1, opening GT 308.07. The first sub- 
traction is then ordered by the main control. The 
Divide Time--Pulse Distributor takes over control 
and performs the carry and the first divide shift- 
left. If a 1 is shifted off, signifying a negative 
remainder, FF 308.03 will be reset to and the 
'division will proceed. If a is shifted off, signifying 
a positive remainder and an overflow, the pulse 
will pass through GT 308.07 and out the alarm line, 
stopping the clock. 

A pulse is added into the Step Counter for 
each divide shift-left. When the desired number 
of subtractions have been performed, the Step Coun- 
ter will put out an end-carry pulse which will reset 
FF 308.01 to 0, turning off GT 308.04, and shutting 
off the supply of low-frequency clock pulses. 

The process will be stopped after a divide 
shift-left, which will result in an addition or sub- 
traction. There will be no carry to complete this 
addition, but no harm will be done since the re- 
mainder is not to be retained. The final divide 
shift-left is necessary to provide the quotient digit 
corresponding to the next-to-last addition or sub- 
traction. 

The Step-Counter end-carry pulse will re- 
dstart the main control. The next step is to clear AC. 
AC holds a remainder including possible carries. 



The quotient digit associated with this remainder 
has not been inserted in BR. The contents of AC 
are worthless and may be cleared. 

7) Clear Ac' 

8) Product sign 

The product sign pulse now. gives the proper 
sign to AC but not BR. It was necessary to clear 
AC to insure the AC sign digit being prior to prod- 
uct sign. When the quotient is shifted from BR 
into AC it will be given the proper sign automati- 
cally. See Section 4.610. 

The division process is now complete ex- 
cept for shifting the quotient from BR into AC, 
which is accomplished by a separate operation. 

Several comments are necessary on the num- 
ber of steps required. It is desirable to compute 
an extra digit of the quotient in order to provide 
for rounding off. Seventeen digits, one of them 
sign, must therefore be computed. Since the sign 
digit is always 0, the 16 significant digits may all 
be stored in BR. 

The division process thus requires 17 sub- 
tractions, 17 carries, and 17 shifts. The first sub- 
traction is ordered by the main Control. The re- 
maining 16 are ordered by the divide shift-left pulse. 
The 17th shift produces the unnecessary subtrac- 
tion mentioned above. 

The shift operation used following dv to shift 
the quotient into AC should have 15 steps. The 
15 significant digits of the quotient are shifted into 
AC, the 16th digit is used for rounding off, and the 
sign digit will be the sign of AC as determined by 
the product sign system. 

Computing an extra digit and using it for 
rounding off is of particular value when the divi- 
sor is exact. The division process is determined by 
the sign of the remainder at each step ; a negative 
remainder represents an unsuccessful subtraction. 
But if the divisor is exact, some remainder will 
be 0. Zero is represented by all I's in the 9's com- 
plement system. Its sign digit is therefore a 1, 
which makes the remainder appear to the ma- 
chine as negative. The operation appears unsuc- 
cessful, while actually the subtraction was as suc- 
cessful as possible. The machine should put a 1 in 
the quotient followed by all O's. Instead, the ma- 
chine will put a in the quotient followed by all 
I's. This difficulty will be corrected by the round- 
off, which will clear the I's and insert a 1 in the 
place. 
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4.608 Transfer to Storage-/J. Figure 41 

The ts operation sends the contents of AC 
out onto the bus, from which they are sent to some 
storage register designated by the register number 
section of the ts order. The Accumulator is not 
cleared, because its contents may be of immediate 
as well as of future use. 

The sequence of operations is: 

1) Pulse the to-bus line on AC; 
no further operations are necessary. 

4.609 Shift-Right-jr. Figure 42 

In Shift-right, the contents of AC and BR are 
shifted to the right. The digits shifted off AC are 
put into the left end of BR. The digits shifted off 
BR are simply lost. Zeros are inserted in the left 
end of AC. Following the shift the number is 
rounded off and BR is cleared. 

Information as to the number of places to be 
shifted is received from the bus and sent to the 
Step Counter 305. The- in formation is given in the 
register number section of the sr order. The regis- 
ter number section of the order is always sent to 
both the Storage Switch and the Step Counter. 
When the Step Counter is to be used for shifting, 
it is already properly set according to the order. 
The Storage Switch is set to some random register, 
but no harm is done since the Storage is not read. 
When the Step Counter is to be used for some op- 
eration other than shifting, it is reset to the desired 
quantity. When the step counter is not used its 
contents are unimportant. For test storage, suf- 
ficient digits are available in the order to allow 
separate sections for the Step Counter and Storage 
switch codes. The control changes required to al- 
low use of the register number section for both 
purposes are not discussed in this report. 

Once again, in order to simplify the correc- 
tions necessary for the shifting of negative num- 
bers, the numbers will be made positive prior to 
shifting and corrected after shifting. 

Assuming that the Step Counter has been 
previously set by the order from the bus, the se- 
quence of operations is: 

1) Accumulator-Sign (changing sign of 
number in AC if necessary) 

It is not necessary to change the sign of BR, 
since the number in BR is always positive. The 
number in BR is alwaj^s obtained as the result of 
some operation involving only numbers whose signs 



have been made positive. In correcting for sign 
following these operations, the contents of AC only 
are changed, not those of BR. The sign of the num- 
ber in AC is assumed to belong to the quantity 
in BR. In BR, therefore, a negative number is rep- 
resented by its absolute magnitude plus sign. 

2) Shift-right 

FF 307.02 will be switched to a 1, turning 
on GT 307.05, allowing high frequency clock pulses 
to reach the shift-and-carry line. Shifting to the 
right is accomplished by the sam€ shifting means 
used in multiplication. The single carry built into 
this shift does no harm. The contents of BR are 
shifted right at the same time so as to keep the 
digits necessary for rounding off. 

The Step Counter will count the number of 
places shifted. When the desired number have been 
counted, the Step Counter will produce an end- 
carry, which will reset FF'307.02, closing GT 307.05 
and shutting off the supply of clock pulses. The 
end-carry will also restart the main control as in 
the multiplication operation. 

3) Roundoff 

The Roundoff pulse will add 1 to AC15 if 
BRO is a 1. The high-speed-carry system will take 
care of any carries resulting from this addition. 

4) Product-Sign (corrects sign of AC if 
necessary). 

5) Clear BR. (The contents of BR are 
worthless following the roundoff.) 

No further operations are necessary. 

4.610 Shift Left— .y/. Figure 43 

There is no difference between si and sr ex- 
cept that high-frequency clock pulses are supplied 
to the shift-left line in si and to shift-and-carry in sr. 

The Step Counter will have been set previ- 
ously by the order from the bus. The sequence of 
operations is then : 

1) Accumulator-Sign. (The shifting is done 
using positive numbers.) 

2) Shift-left. 

FF 307.01 will be switched to a 1, turning on 
GT 307.04, allowing high-frequency clock pulses to 
reach the shift-left line. Both AC and BR are 
shifted to the left. All digits are shifted except the 
left two in AC. The sign digit is left as it was in 
order to keep the sign of the shifted quantity the 
same as before. The digit in ACl is therefore not 
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shifted into ACO. There is no value to shifting 
ACO to the left, since it is always zero and has no 
place to go anyway. The digits from the left end 
of BR are shifted into the right-most place of AC. 

When the desired number of places have been 
shifted, the end-carry from the Step Counter will 
stop the high-frequency clock pulses and restart 
the main control. 

3) Roundoff. (The shifted number is 
rounded to the nearest digit in the right- 
most place of AC.) 

4) Product sign. (Corrects sign of AC 
if necessary.) 

5) Clear BR. (The contents of BR are 
worthless following the roundoff.) 

No further operations are necessary. 

4.611 Subprogram— j/'. 

The Arithmetic Element takes no part in the 
subprogram operation. See Section 2.5. 

4.612 Conditional Program — cp. Figure 44 

The cp order makes the operation of subpro- 
gramming dependent on the sign of the number 
in AC. 

As shown in Figure 48, the only elements 
needed are AC, where the number in question is 
held, and GT 304.08. If AC holds a positive number, 
the left digit of AC will be and GT 304.08 will be 
on. A compare pulse will pass through the gate 
tube and return on the change-control line to the 
Operation Control, where it will initiate the sub- 
program operation. If the number in AC is non- 
positive (negative or zero), GT 304.08 will be off, 
the compare pulse will not get through, and no 
subprogram will result. 

The sequence of operations is : 

1) Compare. (Pulse GT 304.08.) 
No further operations are necessary. 

4.613 Transfer Digits — td. Figure 41 

As far as the Arithmetic Element is con- 
cerned, there is no difference between ts and td. 
In both orders, the entire contents of AC are read 
out into the bus. The storage receives all or part 
of the word depending on whether the order is ts 
or td. 

The sequence of operations is the same as for 
ts. 



4.614 Special Add-.sra. Figure 45 

The purpose of sa is to facilitate the addition 
of double-length numbers. 

In the addition of double-length numbers, 
there is the possibility of a carry from the left-most 
digit of the less significant section to the right-most 
digit of the more significant section. This carry 
will appear as an overflow in the addition of the 
less significant sections. This overflow must be 
removed and added to the sum of the more signi- 
ficant sections. Essentially, then, the following 
steps are required: 

1) Sensing of an overflow after the addi- 
tion of the small sections. This ability 
is already available in the arithmetic 
check. 

2) Determination of the sign of the over- 
flow so that the carry may be a plus 1 
or a minus 1, as required. 

3) Removal of the overflow by either add- 
ing or subtracting 1 depending on the 
sign of the carry. 

4) Memory of the existence and sign of 
the carry and its addition to some later 
sum. 

The following points should be clarified. 
Sign digits are carried with both sections of a 
double-length number. This is necessary for mani- 
pulations with numbers of unlike sign and for end- 
around-carries in summing negative numbers. The 
sign of the carry from small section to large sec- 
tion does not, therefore, necessarily bear any re- 
lation to the sign of the large section. 

The sequence of operations is: 

1) Perform a normal addition ad, omitting 
only the arithmetic-check pulse. 

Following this addition FF 309.01 will be 
set to a 1 if there has been an overflow. 

2) Pulse the special-add line. 

If FF 309.01 is 0, GT 309.06 will be off and 
nothing will occur. If there has been an overflow, 
the pulse will pass through GT 309.06 and add into 
ACO. If the overflow is a -1, resulting from the 
addition of two negative sections, the ACO partial- 
sum FF will hold a and will be reset to 1, clear- 
ing the overflow. The carry GT of ACO will be 
shut. 

Just after passing through GT 309.06, the 
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special-add pulse will also proceed to FF 309.02, 
setting it to a 1, and via the delay to FF 309.01, re- 
setting it to 0. 

The result will be FF 309.01 at and FF 
309.02 at 1 for a -1 carry. 

If the overflow is a -fl. resulting from the 
addition of two positive numbers, the ACO partial- 
sum FF will hold a 1 and will be reset to by the 
special-add pulse from GT 309.06. The overflow 
will thus be cleared. 

The special-add pulse will also proceed to 
FF 309.02, setting it to a 1, and to FF 309.01, re- 
setting it to 0, as with a -1 overflow. The pulse 
added into the ACO partial-sum FF will, however, 
find the carry GT.open, come out the left digit 
carry line, set FF 309.01 back to a 1, and reset FF 
309.02 to 0. Corrective delays are provided to allow 
setting and resetting of the flip-flops in sequence. 

The result will be FF 309.01 at 1 and FF 
309.02 at for a -^-1 carry. If there has been no 
carry, both FF 309.01 and FF 309.02 will be 0. 

The result has been to perform the first 
three and part of the fourth of the four required 
steps listed above. The correct sum has been formed 
and is in AC. FF 309.01 remembers the existence of 
a positive carry, and FF 309.02 remembers the exist- 
ence of a negative cari-y. 

The sum in AC may now be transferred to 
Storage by a standard ts order. The settings of FF's 
309.01-2 are not changed by such an operation. 

Following the storage of the sum which had 
been in AC, the first of the large sections to be 
added is put into the Arithmetic Element with a ca 
order. As described above, this operation consists 
of clearing AC and adding into it the contents of 
AR, which have been obtained from the bus. 

The following modifications are made in ca 
'm order to add in possible carries from special-add. 

1) Following the clearing of AC but be- 
fore the number in AR is put in AC, 
the special-carry line is pulsed. (See 
Figure 47.) 



If there has been no carry, the pulse wiU find 
GT's 309.04 and 309.07 closed because FF's 309.01- 
2 will both be set to 0. The ca operation can then 
proceed in a normal fashion. 

If there has been a -}-l carry, the special 
carry pulse will find GT 309.04 open and will go into 
the end-around-carry line. Since AC has been 
cleared to all O's, the result will be to insert a 1 in 
the right-most place. 

. If there has been a -I carry, the special carry 
pulse will find GT 309.07 open and will go in and 
complement all digits except AC15. Since AC has 
been cleared, the result will be to have all digits I's 
except the right-most. The complement representa- 
tion for -1 will thus have been inserted in AC. 

In every instance the special carry pulse re- 
sets FF's 309.01-2 to 0. 

2) Following the addition of the contents 
of AR into AC there may be carries if 
a 1 or -1 had been inserted due to 
special-add. It is necessary to perform 
a high-speed carry to obtain the proper 
sum. 

The sa operation is now complete. 

When the second number is added into AC 
with an ad order, the true sum including the carry 
from the smaller section will be obtained. The 
addition of the special carry pulse and a standard 
carry to the ca operation will have no effect during 
normal additions. FF's 309.01-2 can be on prior 
to a ca operation only if there has been a special- 
add operation immediately preceding. 

4.615 Store and Display — sd. Figure 41 

As far as the Arithmetic Element is con- 
cerned, there is no difference between ts and sd. In 
both operadons the contents of AC are simply read 
out into the bus. The difference is that the Output 
display unit as well as the Storage receives the 
number from the bus in the sd order. 

The sequence of operations is: 

1) Pulse the to-bus line on AC. 
No further operations are necessary. 



5. THE BLOCK DIAGRAMS 

5.1 The Complete System 

5.11 The System— Figure 46 

The complete system for WWI except for 
input and output devices is shown in Figure 46. A 
general discussion of the various elements has been 
given above. No details are shown ; the purpose of 
the diagram is to show the major units and their 
interconnections. Often the number of control 
cables going from one element to another is too 
large to be shown easily on one small drawing. 
These multiple lines have been represented by a 
double line ; the actual cables are listed in Figure 
47. 

The controls going into the computer from 
some external control desk are: 

1) On-Off (controlling the output from 
the Master Clock). 

2) Single-Pulse (provides a single time 
pulse for step-by-step operation with 
the Master Clock off). 

3) Restart (for initially clearing the com- 
puting registers). 

5.12 Bus Connections — Figure 48 

Figure 48 shows the elements connected to 
the main bus or check bus and the gate tubes which 
connect them. 

The bus system is complicated by the read- 
back checking. All elements receiving data from 
the bus must also be able to transmit to the bus 
for checking reasons. Such elements as the switches 
are therefore forced to have sets of read-out gate 
tubts, although these are not needed for the basic 
operations. 

All elements transmitting to the bvis for rea- 
sons other than checking must also transmit to 
the check bus. Certain elements, such as the Pro- 
gram Counter, must have three sets of gates, one 
for receiving from the main bus and one each for 
transmitting to the main bus and the check bus. 

The principle of read-back checking has been 
described briefly in Section 2.82 and will be con- 
sidered in more detail in Section 6.1 on Timing. 

5.2 The Control 
5.21 The Complete Control — Figure 49 

Figure 49 shows the elements of the com- 



plete Control. The purposes of the different ele- 
ments have been described above in Section 3: 

The Program Counter holds the register 
number of the next order to be taken from Storage. 

The Program Register serves as a temporary 
location for an order while the Storage switch is 
being cleared. 

The Master Clock supplies the timing pulses 
which operate the entire machine. 

The Control switch, Time-Pulse Distributor, 
Operation Matrix, and Operation Timing Matrix 
form the Operation Control, the functioning of 
which is described in Section 3.33. The purpose of 
the Operation Control is to order the different op- 
erations by supplying timed pulses to the proper 
elements. 

The Program Timing Matrix supplies those 
control pulses which are the same for every opera- 
tion. The Operation Timing Matrix and the Pro- 
gram Timing Matrix use the same time pulses from 
the Time-Pulse Distributor. 

5.22 The Master Clock— Figure 50 

The Master Clock is expected to consist of a 
one-megacycle oscillator for supplying the low-fre- 
quency clock pulses and a frequency multiplier for 
increasing the basic frequency to four megacycles 
for the high-frequency clock pulses. Separate pulse 
shapers will be provided for high- and low-frequency 
pulses. 

The manual on-off control simply starts or 
stops the one-megacycle oscillator. With the os- 
cillator off, single clock pulses for step-by-step 
operation can be obtained from the single-pulse 
source. The clock will put out a single pulse on 
both high- and low-frequency clock pulse lines for 
each operation of the manual single-pulse control. 
It is not necessary to provide four high-frequency 
pulses for each low-frequency pulse under manual 
control, since the computer uses one or the other 
frequency but never both at the same time. 

5.23 The Program Counter — Figure 51 

Four sections of a possible form of counter 
are shown. The counting is done by the FF's 01. 
The add pulse comes in from the left. If the first 
FF is at 0, it will be switched to a 1, increasing the 
binary number contained in PC by 1. Note that 
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in PC as drawn, a number is read in the reverse of 
the usual order; that is, the smaller end is at the 
left. If the first FF is a 1, GT 05 will be open and 
the add pulse can- pass through to add into the 
second FF. The first FF will be reset to 0, after 
a delay, by the same add pulse. The system is very 
similar to that used for the Accumulator high- 
speed carry. 

The GT's 01 are used for reading in a new 
number from the bus in a subprogram operation. 
Prior to the reading in, the counter must be cleared 
or reset to by a pulse on the clear line. 

It is also possible to change the contents of 
PC by pulsing the reset line. Toggle switches are 
provided so that the counter may be set to any 
desired first order prior to a calculation. The reset 
ability is part of the test storage setup described 
in Section 3.35. It will not be needed with electro- 
static storage. 

The Program Counter must also be able to 
read out into the bus via GT 02 and into the check 
bus via GT 03. Buffer amplifiers are provided for 
the signals going out to either bus. A gate genera- 
tor FF 02 is used to provide a gate longer than a 
pulse length for the signals coming in from the bus. 

When the counter is full, it will put out an 
end-carry pulse which may be used for resetting 
the counter when test storage is used. 

The buffer amplifiers on the control lines 
extending to the right are for driving possible ad- 
jacent sections. The general arrangement of buf- 
fers, etc., shown may be changed drastically when 
the final layouts are made, but the general functions 
(ii the counter will remain. 

5.24 The Program Register — Figure 52 

Four sections of a possible form of register 
:uo shown. The digits are stored in flip-flops pro- 
\ ided with gate tubes for reading in and out to the 
lu'.s. The clear line is pulsed prior to each read-in, 
in order to clear the register. 

5.25 32-Position Matrix Switch — Figure 53 

This same switch, Avith minor modifications 
as noted, is used in both the Operation Control and 
i!ic test storage. 

The switch is shown schematically. Five 
tlip-i!()ps are used to store the five-digit binary 
•auuiber describing the desired output position. 



GT's 01 are used for reading in the operation part 
of the order from the bus. GT's 02 and BA's 02 
are used for sending the checking read-back signal 
back to the bus. 

The FF's through the BA's 04 drive the cry- 
stal matrix. One of the BA's 05 will be selected, 
and a positive signal will appear on one of the out- 
put lines. 

The purpose of the change to sp (subpro- 
gram) line has been described in Section 3.1. The 
binary codes for the different orders have not yet 
been established. The cp (conditional program) 
order will, however, have the same code as sp 
except that the fifth digit will be a instead of a 1. 
The cha.nge-to-sp pulse will change FF 05 to a 1. 
The switch will then reset to sp from cp. 

5.26 Operation Control — Figures 54 and 55 

The two drawings show the Operation Ma- 
trix and Operation Timing Matrix of the Operation 
Control with the Control switch shown as a block. 
The purpose and use of these matrices are described 
in Section 3.34, 

The connections in the operation matrix are 
shown made by crystal diodes to avoid feeding 
signals from one operation line to another. Diodes 
are not needed in every connection, but are so shown 
for the sake of consistency. 

The connections in the Operation Timing 
Matrix are direct. There can be no feedback be- 
cause in no case is there more than one connection 
from a time-pulse line to a gate tube. 

The destinations of all control pulses coming 
from the matrices are given on the drawing. The 
connections shown were determined from the tim- 
ing diagrams to be described in Section 6.0. 

5.27 Time Pulse Distributor Control — 

Figure 56 

The Time-Pulse Distributor supplies the 
timing pulses for the Control. This distributor 
provides only eight pulses, and is not used for 
controlling the multiple operations such as multi- 
plication, division, and shifting. During the multiple 
parts of such operations, the Time-Pulse Distribu- 
tor is off. It is possible to stop the distributor and, 
upon restarting it, to have it continue to produce 
pulses in the previous order. 

FF 04 is used for starting and stopping the 
distributor. When FF 04 is set to 0, GT 18 will be 
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on and low-frequency clock pulses will be supplied 
to the distributor. When FF 04 is set to 1 by a 
stop-clock, alarm, or start-delay pulse, GT 18 will 
be shut. No further time pulses will be produced 
by the distributor. It will, however, remain at its 
setting at the time it was stopped. When GT 18 
is reopened, the next clock pulse supplied will come 
out the same line as though there had been no delay. 
The pulse distributor operation is independent of 
pulse repetition frequency (PRF). This independ- 
ence of PRF also results in proper operation during 
step-by-step or single-pulse operation. 

A multiply, divide, or shift pulse sent to the 
Arithmetic Element, as described in Section 4.65, is 
also sent in on the stop-clock line. When the Arith- 
metic Element has finished its part of the operation, 
the Step Counter will produce an end-carry which 
not only shuts off the supply of clock pulses to AE 
but resets FF 04 to 0, restarting the Time-Pulse 
Distributor. 

It is not now known how much time will be 
required to set the switches on the test storage. Sev- 
eral microseconds may be required. The time sched- 
ule for electrostatic storage is also unkown at this 
time. FF 05, GT 19, and the delay counter provide 
the necessary flexibility to allow the storage setup 
time to vary within expected limits without affect- 
ing either the Control or the control timing. When- 
ever the Storage Switch is set (as shown here, this 
will be on TP's 2 and 5), a start-delay pulse will be 
sent to FF 04, shutting off the supply of pulses to the 
distributor. The start-delay pulse will also set FF 
05 to 0, opening GT 19, allowing clock pulses to 
reach the Delay Counter. This counter may be set 
to produce an end-carry after any desired number 
of pulses. The end-carry will reset FF 04 to and 
FF 05 to 1, restoring the original condition. The 
effect of the Delay Counter is simply to introduce 
an adjustable delay each time the Storage Switch 
is set up. 

Whenever the checking circuits of the com- 
puter detect an error, an alarm pulse will be sent to 
the Control. This alarm pulse will set FF 04 to 1, 
stopping. the Time-Pulsse Distributor, and keeping 
the situation as it was at the time of the error. The 
alarm pulse will also set FF 06 to 1, putting out a 
gate to the warning signal circuit which will in-' 
form the operator of the error. 

The manual-restart line permits the distrib- 
utor to be restarted after a fault is corrected. 



5.28 Pulse Distributor — Figure 57 

One possible form of the Pulse Distributor is 
shown in this drawing. It consists of an 8-way 
diode matrix switch with the three driving FF's 
connected in a. counter circuit. Each time pulse, 
as it appears, will change the contents of the count- 
er register to a different number greater by 1. The 
switch output will thus change for each time pulse. 

A gate tube and buffer amplifier are con- 
nected to each of the switch outputs. The time 
pulses coming in are supplied to the grids of all 
these tubes. The switch will supply a gate to only 
one tube at a time; the time pulse will thus appear 
on the selected output only. A delay "is provided 
in the input to the counter to delay the change in 
the switch position until after the time pulse has 
gone out the output line. 

5.29 Program Timing Matrix — Figure 58 

This matrix supplies those pulses which are 
identical for all operations. The time pulses from 
the Pulse Distributor are supplied at the left to 
the matrix. The Program Timing Matrix may be 
thought of as an extension of the Operation Timing 
Matrix, with the gate tubes omitted since they 
would be gated all the time. 

5.3 Test Storage 

5.31 Storage Chassis Arrangement — Figure 

59 

This drawing shows a possible arrangement 
of the elements of test storage. Five flip-flop reg- 
isters are provided, each divided into four sections 
of four digits each. Twenty-seven toggle-switch 
registers are provided, the desired one of the 32 
registers being selected by the 32-position storage 
switch. 

A single output member, also divided into 
four sections, is provided. The outputs of flip- 
flop and toggle-switch registers are mixed in this 
member and put on the bus by a single set of 
drivers. 

Provision is also made for reading out to the 
check bus and for reading into flip-flop storage 
from the main bus. 

5.32 Flip-Flop Storage — Figure 60 

One 4-digit section is shown. The number is 
stored in the FF's 01. 

When this particular register is selected by 
the Storage Switch, a selector gate from the switch 
output will be supplied to GT 04 and GT 05. If a 
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FF is set to a 1, a gate will be supplied to the Stor- 
age output member through the corresponding BA 
04. If a FF is set to 0, no gate will be supplied. 

When a new number is to be stored, a clear 
pulse is sent to the selected register. The selector 
gate opens GT's OS as well as GT's 04. A number 
coming in the in line will then be stored in the FF's 
01. 

The initial-value line allows insertion of in- 
itial values in the flip-flop registers prior to a test 
problem. The single-pole double-throw toggle- 
switches are set to the desired number for each 
register. When the initial-value line is pulsed, this 
number will be inserted in the register. The initial- 
value line is common to all flip-flop registers. Thus, 
all registers are set at once independent of the 
Storage Switch setting. 

The in and out lines are common to all reg- 
isters, the connections to the lines being determined 
by the selector gate from the storage switch. The 
BA's 04 are needed on the botton section only, the 
GT's 04 presumably being able to drive the out line. 

5.33 Storage Output Section — Figure 61 

When a number is to be stored in the Flip- 
Flop Storage, a gate is supplied to GT's 01 on the 
storage-read-in line. Pulses proceeding along the 
bus are thus sent through GT 01, BA 01, and on 
the in line to the Flip- Flop Storage. 

For reading out, a gate is supplied from the 
^elected register in either flip-flop or toggle-switch 
storage to GT's 02. When the storage-read-out 
line is pulsed, the contents of the selected register 
will be transmitted onto the bus. The gate is sup- 
plied to GT's 03,. as well as to GT's 02, so that the 
number may be read out onto the check bus by 
pulsing the storage-check line. 

5.34 Flip-Flop Storage Control — Figure 62 

The Storage Control takes the switch gate 
selecting one of the Flip-Flop Storage registers and 
generates the selector gate mentioned in Section 
5.32. The switch gate is also supplied to GT's 
07, which send the clear pulse to the proper register 
before a number is stored in that register. 

The storage-reset pulse is sent to all flip-flop 
registers through the buffer amplifiers BA 08. 

5.35 Toggle-Switch Storage 

No drawing is given for the switch array. 



5.4 The Arithmetic Element 

5.41 The Complete Element — Figure 63 

This drawing and the purposes of the ele- 
ments shown have been discussed in detail in Sec- 
tion 4.6. 

5.42 Section of A-Register — Figure 64 

The number in AR is stored in the FF's 01. 

A number is sent into AR through the GT's 
01. The FF's must first be cleared. 

A number in AR may be read back onto the 
bus for checking by means of GT's 02 and BA's 02. 

The number in AR can be read out to AC 
through GT's 05 and BA's 05 or its complement can 
be read out to AC through GT's 04 and BA's 04. 
The gate tubes GT 04 are connected to the other 
sides of the flip-flops from the gate tubesi GT 05. 

A complement line is provided which will 
switch all the FF's. essentially changing the sign 
of the number in AR when required for sign han- 
dling. 

5.43 Accumulator Sections — Figure 65 

This drawing shows the center sections of 
AC. The end sections are somewhat different and 
are described separately in Section 5.44. 

The partial sum or actual digits of the num- 
ber in AC are stored in the FF's 01. The carries 
are stored in the FF's 02. A single digit section 
includes one partial-sum and one carry flip-flop. 
For construction reasons, the carry flip-flops are 
associated physically with the partial-sum flip-flops 
one space to the left, and are so shown in the draw- 
ing. The dashed lines enclose a complete digit 
section. 

For addition, the incoming pulse from AR is 
supplied to DE 01 and GT 06. If the FF 01 holds a 
1, the incoming pulse will proceed along the carry 
digit line to add 1 into the corresponding carry flip- 
flop. The pulse will also proceed through the delay 
to switch the partial-sum flip-flop. This method 
is described in Section 4.41. The delay DE 01 is 
made just long enough to allow' the carry pulse to 
pass through GT 06 before FF 01 is changed to a 0. 
A high-sipeed-carry system using GT 12 and GT 05 
is included. 

The contents of AC may be read out to the 
main bus through GT 02, to BR through GT 04, 
and to the check bus through GT 03. 
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Shifting left is accomplished by. means of the 
GT's 13 and 14. GT 14 will be on if the FF 01 holds 
a 0, while GT 13 will be on if the FF 01 holds a 1. 
A shift-left pulse will pass through the on tubes and 
set the adjacent flip-flop on the left to agree with 
the setting of the original flip-flop. The delays DE 
02 and DE 03 are used to delay the s-hifting pulses 
until the shift-left pulse has gone completely 
through all GT's 13 and 14. 

A clear line is provided for clearing AC prior 
to inserting a numben A complement line is pro- 
vided for correcting the sign of the number in AC. 
Crystal diodes are provided to keep control pulses 
from feeding back into other control lines. . 

The diode matrix is used for the shift-right- 
and-carry operation. The general process is de- 
scribed in Section 4.43. A 4-way diode-matrix 
switch is used to convert the original settings of 
the partial-sum and carry digit flip-flops into con- 
trol pulses for properly setting the flip-flops during 
shift-and-carry. The switch is driven from the 
partial sum and carry flip-flops. These flip-flops, 
FF's 01 and 02, belong to different digit sections, 
but have been shown placed on one chassis in order 
to ease the connection problem. 

One of the GT's 08, 09, 10, 11, is selected 
by the switch. The shift-and-carry pulse, which 
is supplied to all four tubes, proceeds through the 
selected one to set the partial-sum flip-flop. GT 07 
is used for resetting the carry flip-flop when neces- 
sary. 

5.44 Accumulator Sections AC0-AC15 — 
Figure 66 

This drawing shows the end sections of AC, 
which differ somewhat from the middle sections. 
The additions to the ACO section include a con- 
nection between the high-speed-carry line (carry- 
digit-from-right) and the left-digit-carry line de- 
scribed in Section 4.62. 

A to-ACO line is provided for subtracting 
the carry in special-add. See Section 4,614. The 
only other difference is a special divide-shift-left 
line which shifts ACO and ACl left during division. 
These digits are not ordinarily shifted. 

The right-most digit, AC15, differs largely in 
the omission of the carry flip-flop. The carry flip- 
flop in the same digit section as ACl 5 is actually 
part of the AC14 chassis. Since there is no carry 
flip-flop, the shift-and-carry is reduced to a simple 
shift-right to BRO involving only GT15 and GT16. 



A -1 special-add line is added to complement 
all sections except AC15 if a -1 carry results from 
special add. 

The from-divide-shift-left line is used to ob- 
tain a full shift as well as the shift of the left two 
digits only. 

5.45 B-Register Section — Figure 67 

The B-Register stores a number in the FF's 
01. A clear line is provided, and also a means for 
reading in from AC. The BR cannot read out ex- 
cept by shifting left into AC. 

Two pairs of gate tubes with delays are used 
for shifting right and left from each digit to its 
neighbor. 

5.46 B-Register Sections BRO. 1, 14, 15 — 

Figure. 68 

An extra gate tube GT 08 is added to BRO 
for providing roundoff. A divide-shift-left line and 
a diode are used to provide for shifting all BR sec- 
tions except BRO on divide. 

The only other difference is the addition of 
the line connecting from-BR15(-|-) to the side of 
BR15 through the delay DE 05. The line is used 
for resetting BR15 during multiplication. See Sec- 
tion 4.65. The regular shift-right gate tubes GT 07 
and GT 06 are used to get the from-BRlS signals 
necessary for multiplication. 

5.47 Step Counter — Figure G9 

The Step Counter is used in the Arithmetic 
Element to count the number of steps performed in 
shifting, multiplying, and dividing. Five sections 
are shown, allowing the counter to count to 32, 
Since there are 17 steps to the division process, the 
fifth section is required. 

In divide and mviltiply, the counter is reset 
by a pulse on the corresponding line. The toggle 
switches are set to give the desired initial setting 
of the counter. The switches are used to allow con- 
venient changing of counter settings for changed 
procedures or testing of arithmetic elements with 
other than 16 digits. After the proper number of 
add pulses have been supplied, the counter flip- 
flops will all have returned to 0. The sides of 
the flip-flops are mixed through diodes and supplied 
to the end-carry GT 04. The next add pulse will 
pass through this gate tube and out the end-carry 
line. 

For the shift operation, the counter is set 
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according to the number of digits to be shifted by 
a code order coming in from the bus. See Section 
4.69. The counter isi first cleared. The order is then 
read into the counter from the bus through GT's 01. 
GT's 02 are used for reading the counter contents 
back onto the bus for checking if the operation is 
a shift. 

5.5 Check Register — Figure 70 

The check register is made up of FF's 01 
which can read in from both main bus and check 
bus. A number on the main bus may be read into 



the register through GT's 01, while a number com- 
ing down the check .bus is always added into it. 

If the numbers coming in from the main bus 
and the check bus are identical, all FF's 01 will end 
up at 0. If there is any discrepancy, one of the flip- 
flops will hold a 1, GT 04 will be on, and a check-CR 
pulse will produce an alarm. 

The register is self-clearing in the case of no 
error. A manual-clear line is provided for clearing 
the register after correction of a fault. 



6. TIMING DIAGRAMS 

6.1 Program Timing 

The timing diagrams are given in Figures 72 
through 86. Each diagram lists all elements of the 
computer which receive control pulses, plotted a- 
gainst the time pulses from the Time Pulse Distrib- 
utor. The required control pulses are shovi^n at the 
proper time for each operation. The sequence of 
all the operations may be checked on these drawings. 
They may also be used for choosing the connections 
on the Timing and Control Matrices. 

The upper section of each diagram, labelled 
Program Timing, is the same for each operation. 
This section includes the timing pulses necessary 
for order manipulation and setup of each operation. 
The Operation Timing section of each diagram lists 
those control pulses which are required for the par- 
ticular operation under consideration. 

The sequence of operations carried out by 
the Program Timing is described below. Figure 71 
shows these pulses only. 

TP No. 1 The Storage. Switcli is cleared. 

TP No. 2 The contents of the Program 
Counter are sent onto the bus. The gates on the 
input to the Storage Switch are opened and the 
switch receives the order register number stored 
in the counter. 

The contents of the Program Counter are 
also sent onto the check bus and are received by 
the Check Register. 

A pulse is also produced which turns off the 
main Time-Pulse Distributor and starts the Delay 
Counter. The operation of the computer will cease 
until the storage selection has had time to set up. 

When the Delay Counter has counted the pre- 
set number of clock pulses, it will produce an end- 
carry which will restart the main Time-Pulse 
Distributor. 

TP No. 3 The contents of the Storage 
Switch are sent on to the main bus. The gates on 
the Check Register are opened, and the switch con- 
tents added in on top of the number received from 
the Program Counter via the check bus. If the 
numbers are identical, the register will end up hold- 
ing all O's. The transfer-check-pulse, which is de- 
layed slightly to allow completion of the register 
operation, then checks to see if the register does 



hold all O's. 

The Program Register is cleared to make it 
ready to receive the order about to be read out 
from Storage. 

An add pulse is sent to the Program Counter. 

TP No. 4 The storage is read out onto the 
bus. The gates on PR are opened and the order 
from Storage read into it. 

The Storage is also read out onto the check 
bus and into the Check Register. 

The Control Switch and Storage Switch are 
cleared prior to receiving the order from PR. The 
clearing of each switch is delayed one-half a pulse 
to allow completion of reading from Storage and 
generation of a control pulse on TP No. 4 by the 
Operation Control. 

The Step Counter is cleared and made ready 
to receive order information, 

TP No. 5 The contents of PR are read out 
onto the bus. The gate tubes on the Control Switch, 
Storage Switch, and Step Counter are opened, and 
the appropriate parts of the order read into these 
elements. 

The A-Register is cleared and made ready 
to receive a number from Storage, if desired. 

The Delay Counter is again started to give 
the storage sufficient time to set up. After the 
desired delay, the main Time-Pulse Distributor will 
again start. 

TP No. G The contents of the Control 
Switch, Storage Switch, and Step Counter are read 
onto the bus and received by the Check Register. 
A transfer check examines the correctness of the 
transfer of the order from Storage to the Control 
Switch, Storage Switch, and Step Counter via the 
Program Register. 

TP No. 7 The Operation Control takes over 
and supplies the necessary pulses for storage manip- 
ulation for the particular operation being carried 
out. 

TP No. 8 Same comments as TP No. 7 — 
The transfer check is used to check any transfer 
ordered by the Operation Control. 

The distributor will next put out TP No. 1 
and start the cycle over again. 
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6.2 Operation Timing 

6.201 Timing for Add-ad. Figure 72 

A description of this operation will be found 
in Section 4.602, 

The program timing has been described in 
Section 6.1. The Control Switch was set by the 
order on TP No. 5 and the setting checked on TP 
No. 6. The Operation Control then takes over. 

TP No. 6 No action. 

TP No. 7 The Storage is read out onto the 
bus and the number received by the A-Register. 
The Storage is also read onto the check bus to the 
Check Register for the transfer check. 

TP No. 8 The number in AR is added into 
the Accumulator. The number in AR is also sent 
onto the bus and received by the Check Register 
where it is added to the original number sent from 
Storage. The result is checked for correct trans- 
mission. 

All eight time pulses from the main Dis- 
tributor have now been used. The Control Switch 
is not reset, however, until the next TP No. 5, 
and the Arithmetic Element is not needed for the 
next operation until TP No. 7. TP's 1 through 4 
are thus available for the present operation. 

TP No. 1 No action. The carry could be 
accomplished with this pulse but is deferred until 
TP No. 2. When a given control pulse is required 
in many different orders the same time pulse should 
be used for the operation, if possible, in order to 
simplify the control matrices. 

TP No. 2 High-speed carry. 

TP No. 3 Arithmetic check to check for 
overflow. 

TP No. 4 No action. 

6.202 Timing for Clear and Add-ca. 
Figure 73 

A description of this operation will be found 
in Section 4.601. 

TP No. 6 Clear AC. 

TP No. 7 Read out from Storage into AR. 
The .Storage is also read onto the check bus for 
transfer to CR. Special carry for adding in any 
carry resulting from special add. 

TP No. 8 The contents of AR are sent into 
AC and also back onto the bus for checking. 



TP No. 1 No action. 

TP No. 2 Carry. A high-speed carry is re- 
quired because a carry tnay result from a special- 
add. 

TP No. 3 Arithmetic check. 

6.203 Timing for Subtract-j((. Figure 74 

A description of this operation will be found 
in Section 4.604. 

TP No. 6 No action. 

TP No. 7 Read-out from Storage into AR 
and the Check Register. 

TP No. 8 Send the complement of the 
number in AR into AC. Send the number in AR 
back onto the bus for checking. 

TP No. 1 No action. 

TP No. 2 High-speed carry. 

TP No. 3 Arithmetic check. 

6.204 Timing for Clear and Subtract--cj. Fig- 

gure 75 

A description of this operation will be found" 
in Section 4.603. 

TP No. 6 Clear AC. 

TP No. 7 Read-out from Storage into AR. 
The Storage is also read out into the check bus. 

TP No. 8 The complement of the number 
in AR is sent into AC. The number in AR is also 
sent back into the bus for checking. 

TP No. 1 No action. 

TP No. 2 No action. 

TP No. 3 Arithmetic check. 

6.205 Timing for Multiply and Roundoff.->;!r. 

Figure 76 

A description of this operation will be found 
in Section 4.605. 

TP No. 6 The sign of AC is checked and 
BR is cleared, 

TP No. 7 Read-out from Storage into AR. 
The Storage is also read out onto the check bus. 

The multiplier in AC is transferred to BR. 

TP No. 8 The contents of AR are sent back 
to the Check Register for checkiiig. 

The sign of AR is checked. The check is 
delayed one-half pulse to allow reading AR back 
to bus for checking. 
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TP No. 1 AC is cleared. The multiply line 
is pulsed, turning control of the Arithmetic Element 
over to the multiply control and stopping the main 
Time-Pulse Distributor. When the successive addi- 
tion part of the multiplication is complete, the Step 
Counter will put out an end-carry pulse which will 
restart the main Distributor. 

TP No. 3 A high-speed carry and roundoff 
are needed to finish the product in AC. 

TP No. 3 The B-Register is cleared. 

TP No. 4 The product-sign pulse corrects 
the sign of AC. 

6.208 Timing for Multiply and Hold Full 
Product-fn/f — Figure 77 

A description of this operation will be found 
in Section 4.606. 

TP No. 6 The sign of AC is checked, and 
BR is cleared. 

TP No. 7 Read-out from Storage into AR. 
The Storage is also read out into the check bus. 

The multiplier in AC is transferred to BR. 

TP No. 8 The contents of AR are sent back 
to the Check Register for checking. 

The sign of AR is checked. The check is 
delayed one-half pulse to allow reading AR back 
to bus for checking. 

AC is cleared. 

TP No. 1 Multiply. 

TP No. 2 High-speed, carry but no round- 
off. 

TP No. 3 The B-Register is not cleared, 
since the second half of the product is in the regis- 
ter. 

TP No. 4 Product-sign pulse corrects the 
sign of AC. 

6.207 Timing for Divide-dz/. Figure 78 

A description of this operation will be found 
in Section 4.607. 

TP No. 6 Check sign of dividend in AC. 

TP No. 7 The Storage is read out onto the 
bus and the number received by AR. The Storage 
is also read out into the Check Register via the 
check bus. 

TP No. 8 The number in AR is sent back 
onto the bus and to the Check Register for check- 
ing. After a delay of one-half pulse the sign of AR 
is checked. 



TP No. 1 The divisor in AR is subtracted 
once from the dividend in AC. 

TP No. 2 The divide pulse stops the main 
Time-Pulse Distributor and turns control over to 
the divide Time-Pulse Distributor in the Arith- 
metic Element. When the successive subtraction 
part of the division operation is complete, the Step 
Counter will put out an end-carry pulse which will 
restart the main Distributor. 

TP No. 3 Clear AC. 

TP No. 4 Correct the sign digit of AC, if 
the quotient should be negative. 

6.208 Timing for Transfer to Storage-?.?. Fig- 

ure 79 

A description of this operation will be found 
in Section 4.608. 

TP No. 6 Clear storage. The Flip-flop 
Storage control clears only the register selected by 
the Storage Switch. This pulse is necessary for 
test storage only. 

TP No. 7 The contents of AC are sent onto 
the bus and received by the Storage. The contents 
of AC arc also sent to the Check Register. 

TP No. 8 The Storage is read back onto the 
bus and sent to the Check Register for transfer 
check. 

TP No. 1 No action. 

TP No. 2 No action. 

TP No. 3 No action. 

6.209 Timing for Shift Right-.yr. Figure 80 

A description of this operation will be found 
in Section 4.609. 

TP No. 6 The sign of AC is checked. 

TP No. 7 No action. 

TP No. 8 No action. The Transfer-check 
pulse in the program timing does no harm since the 
Check Register remains clear when there are no 
transfers. 

TP No. 1 A shift-right pulse is sent to the 
Arithmetic Element. The main Time-Pulse Dis- 
tributor is shut off until the shift is completed. The 
end-carry from the Step Counter restarts the main 
Distributor. 

TP No. 2 Roundoff the shifted number. 

TP No. .3 Clear BR. 
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TP No. 4 The sign of AC is corrected, if 
necessary. 

6.210 Timing for Shift L,eit-sl. Figure 81 

A description of this operation will be found 
in Section 4.610. 

TP No. 6 The sign of AC is checked. 

TP No. 7 No action. 

TP No. 8 No action. 

TP No. 1 Shift left. 

TP No. 2 Roundoff the shifted number. 

TP No. 3 Clear BR. Arithmetic check. 

TP No. 4 The sign of AC is corrected, if 

necessary. 

6.211 Timing for Subprogram-.y/'. '■ Figure 82 

A description of this operation will be found 
in Section 4.611. 

TP No. S Clear Program Counter. 

TP No. 7 Send the contents of PR onto 
the bus again. Open the Program Counter gates 
to receive the order from the bus. This transfer 
is not checked. 

TP No. 8 through TP No. 4 No action. 

6.212 Timing for Conditional Vrogvam-cp. 

Figure 83 

A description of this operation will be found 
in Section 4.612. 

TP No. 6 Compare pulse to the Arithmetic 
Element, 

If the number in AC is positive, the compare 
pulse will return as a change-control pulse which 
will clear the Program Counter and change the 
OjHTation Switch to sp. The Control will then 
proceed as in sp. If the number in AC is negative, 
theic is no further action. 

6.213 Timing for Transfer Digits-/tf. 

Figure 84 
-A, description of this operation will be found 
in Section 4.613. 

TP No. 6 No action. 

TP No. 7 The contents of the Accumulator 



are sent onto the bus and received by the Storage. 
The contents of AC are also sent to the Check 
Register. 

TP No. 8 The Storage is read back onto 
the bus and sent to the Check Register for transfer 
check. 

TP No. 1 through TP No. 4 No action. 

6.214 Timing for Special Add-so. Figure 85 

A description of this operation will be found 
.in Section 4.614. 

TP No. 6 No action. 

TP No. 7 The Storage is read out onto the 
bus and the number received by AR. The Storage 
is also read out into the Check Register via the 
check bus. 

TP No. 8 The number in AR is added into 
AC. The number in AR is also sent back onto the 
bus for the transfer check. 

TP No. 1 No action. 

TP No. 2 High-speed carry 

TP No. 3 The special-add pulse corrects 
the sum for overflow and sets the flip-flops for 
storing the overflow. 

TP No. 4 No action. 

6.215 Timing for Store and Display-.srf. Fig- 

ure 86 

A description of this operation will be found 
in Section 4.615, 

TP No. 6 Clear Storage. 

TP No. 7 The contents of AC are sent onto 
the bus and received by the Storage. The contents 
of AC are also sent to the Check Register. 

The gate tubes leading to the display unit 
are also opened to allow reception of the number 
on the bus. 

TP No. 8 The Storage is read back onto 
the bus and sent to the Check Register for transfer 
check. The transfer to display is not checked. 

TP No. 1 No action. 

TP No. 2 No action. 

TP No. 3 No action. 



GLOSSARY 



Term 



Accumulator 
Arithmetic Element 

A-Register 

Binary- 
Buffer Amplifier 

Bus 

Bus Driver 



B-Register 



L- 



heck Bus 



Check Register 
Control 

Delay Counter 

Delay Element 
Flip- Flop 



Abbreviation 
AC 
AE 

AR 



Meaning 



BA 



ED 



BR 



CR 



DE 



FF 



Flip-flop Storage 



The adding unit of the Arithmetic Element. 

The part of the computer that performs the 
actual arithmetic operations. 

The register in the Arithmetic Element used 
to hold numbers coming into the Arithmetic 
Element from the bus. 

Using the base 2. 

An electronic amplifier used to amplify a 
pulse to a level high enough to drive a 
coaxial line or a large number of gate tubes. 

A group of conductors used for transmitting 
a complete number or order. 

An amplifier for sending a pulse onto a bus 
line. Its characteristics are low impedance 
for driving the line and high impedance when 
the line is being used for other purposes. 

The register in the Arithmetic Element used 
for holding the multiplier, etc.^ during arith- 
metic operations. 

A second bus used for checking purposes 
only. 

The special register provided for the transfer 
check. 

That part of the computer which controls the 
operation of the Storage and the Arithmetic 
Element. 

A binary counter used in the control to stop 
the operation of the computer for a time suf- 
ficient to allow the storage switch to set. 

A delay line used for delaying pulses for 
corrective purposes or to avoid conflicts. 

A two-tube electronic device of which either 
one tube or the other is conducting but not 
both. According to which of the tubes is 
conducting, the flip-flop is said to be storing 
a or a 1. 

The 5 flip-flop registers used in test storage 
as high-speed memory elements. 
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GLOSSARY 



Term 



Gate Tube 



Abbreviation 



GT 



Meaning 



Input 
Main Bus 

Master Clock 
Operation Control 
Operation Control Switch 
Operation Matrix 

Operation Timing Matrix 

Output 

Parallel Transmission 

Program Control 
Program Counter 
Program Register 

Pulse Repetition Frequency- 
Program Timing Matrix 



PC 



PR 



PRF 



A multigrid tube which will conduct only if 
positive voltages are supplied to all grids. 
Only two-grid tubes are considered in this 
report. 

The equipment used for supplj'ing informa- 
tion to the computer. 

The bus composed of many parallel cables 
used for transmitting the numbers and orders 
actually used by the computer. 

The primary source of the pulses which are 
used to operate the computer. 

The part of the complete Control which di- 
rects the arithmetic part of each operation. 

The switch which selects the operation to be 
performed. 

The array of connections which gates the con- 
trol gate tubes according to the selected 
position of the Operation Control Switch. 

The array of connections which supplies the 
selected control gate tubes with the proper 
time pulses. 

The equipment used for extracting informa- 
tion from the computer. 

The system of data transmission in which the 
digits of a number are transmitted simultane- 
ously over separate lines. 

The part of the Control which sets up each 
operation prior to its arithmetic part. 

The part of the computer that selects the 
next order to be performed. 

The part of the computer used for holding 
orders after they are extracted from Storage 
but before they are carried out. 

Number of pulses generated per second. 

The array of connections used to supply the 
correct timing pulses for setting up an oper- 
ation. 
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GLOSSARY 



Term 



Abbreviation 



Meaning 



Register 
Scale Factor 

Serial Transmission 
Sign-Control Flip-flop 
Step Counter 
Storage 

Storage Switch 
Subprogram 

Time Pulse Distributor; 
Time Pulse 

Toggle-switch Storage 

Whirlwind I 

Whirlwind II 

Word 



TP 



WWI 
WWII 



A group of elements used in the machine to 
store a single number or order. 

The multiplier associated with each number 
in the machine used to force these numbers 
to occupy the limited range of a machine 
register. 

The system of data transmission in which the 
digits of a number are transmitted in a se- 
quence over a single line. 

The flip-flop used in the Arithmetic Element 
for storing the proper sign of the result of an 
operation. 

The binary counter used in the Arithmetic 
Element to count the steps in multiplication, 
division, and shift operations. 

That part of the computer that holds the 
numbers and orders used by the computer. 
It is made up of a number of storage regis- 
ters. 

The switch or group of switches used for 
selecting the desired register in the storage. 

A subsidiary sequence of orders which may 
be interpolated in the main sequence of orders 
whenever desired. 

A device for distributing clock pulses on to 
a set of lines in some fixed sequence ; the re- 
sulting pulses. 

The 27 toggle-switch registers making up 
part of the test storage. 

The prototype electronic computer now being 
designed. 

The final electronic computer to be designed 
later. 

The several digits making up a number or 
order. 
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Figure 4 
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Figure 5 
READ OUT ORDER 



Figure 6 
SETUP OPERATION 
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Figure 7 
PERFORM OPERATION 
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Figure 8 
SUBPROGRAM 
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Figure 10 
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Figure 12 
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Figure 20 
MODIFIED BINARY MULTIPLICATION 
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Figure 24 
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STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-REGISTER 

A-REGISTEH TO BUS 

SUBTRACT: A-REGISTER TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGISTEH 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REGISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADO 

BUS. TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUB TO CBKCK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REGISTER 

CLEAR STORAGE. 

CLEAR PROGRAM CflUNTrn 

SPECIAL cAimy 

STOP CLOCK PUL8E9 TO TIME DIST 



OT 102.02 
OT 102.03 
GT 103.01 
GT 103.02 
GT 104.01 
GT XOh.62 
GT 201.01 
GT 201.02 
OT 203.02 
GT 203.03 
OT 305.01 
OT 305.02 
GT 601.01 



GT 102.01 
GT 102.02 
OT 103.02 
OT 203.01 
OT 203.02 
OT 203.03 
GT 301.01 
OT 301.02 
GT 301. oil 
GT 301.05 
GT 302.02 
GT 302.03 
GT 302. oil 
GT 302.20 
OT 303.03 
OT 304.04 
OT 304.05 
GT 304.07 
GT 304, OS 

rr 306.01 

FF 307,01 
FF 307.02 
FF 308.01 
GT 309. C6 
OT 500.01 
OT 600. 04 
OT 601.01 
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DELAY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 73 
TIMING FOR CLEAR AND ADD 



OPERATION: SUBTRACT eu 



CONTROL TIKE PULSES 



PROGRAM 
TIMINO 



OPERATION 
TIHINO 



PROOHAM COUNTER TO BUB 

PROO. COUNTER IP CHECK REQISTER 

BUS TO PROGRAM REGISTER 

PR0051AM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAK CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REOISTER 

CLEAR PROGRAM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-RE0I3TER 

A-REGISTER TO BUS 

SUBTRACT: A-REOISTER TO AOCUM. 

ADD: A-REGISTER TO ACCUHUUTOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-HEGI3TER 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUHOLATOR SIGH 

A-REGISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT' RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REOISTER 

CLEAR STORAGE 

CLEAR PROGRAM COUNTER 

SPECIAL CARRY 

STOP CLOCK PULSES TO TIME DIST. 



OT .102.02 
OT 102.03 
OT 103.01 
OT 103.02 
OT loll. 01 
OT 10^.02 
OT 201.01 
OT 201.02 
OT 203.02 
OT 203.03 
OT 305.01 
OT 305.02 
QT €01.01 



OT 102.01 
GT 102,02 
GT 103.02 
OT 203.01 
OT 203.02 
OT 203.03 
OT 301.01 
OT 301.02 
OT 301.04 
GT 301.05 
OT 302.02 

01 302.03 

OT 302. OM- 
OT 302.20 
OT 303.08 
OT 304^. 04^ 
OT 30lt.05 
GT 301^.07 
OT 30l^.03 
ft 306.01 
Tf 307.01 
FF 307.02 
FF 3O8.OI 
OT 309.06 
GT 500.01 
OT 600. Ol^ 

o» .601.01 



DELAY 1/2 
. DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 74 
TIMING FOR SUBTRACT 



OPERATION: OLEAR AND SUBTRACT oe 



CONTROL TIKE PULSES 



PROGRAM 
TIMINtt 



OPERATION 
TIMIHO 



PROORAM COUNTER TO BUS 

PBOO. COUNTER TO CHECK REGISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REGI3TER 

CLEAR PROGRAM REGISTER 

CLEAR STEP COI'NTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-REGI3TEH 

A-REGI3TER TO BUS 

SUBTRACT: A-REGISTHl TO ACCUM. 

ADD: A-REGI3TER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGISTEH 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REQISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LIFT 
•SHIFT RIGHT 
DIVIDE 
SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 
ARITHMETIC CHECK 
BUS TO CHECK REGISTER 
CLEAR ACCUMULATOR 
CLEAR B-RE0I9TEH 
CLEAR STORAGE 
CLEAR PROGRAM COUNTER 
SPECIAL CARRY 
STOP CLOCl PULSES TO TIME DI3T. 



GT 102.02 
GT 102.03 
GT 103.01 
GT 103.02 
OT lOU^.Ol 
GT IOU.02 
GT 201.01 
GT 201.02 
GT 203.02 
GT 203.03 
GT 305.01 
OT 305.02 
OT 601.01 



GT 102.01 
GT 102.02 
GT 103.02 
GT 203.01 
GT 203.02 
GT 203.03 
OT 301.01 
OT 301.02 
OT 301. OU 
GT 301.05 
GT 302.02 
GT 302.03 
GT 302. OM. 
OT 302.20 
OT 303.08 
GT 301^.01^ 
GT 301^.05 
GT 301^.07 
OT 30"*. 08 
FP 306.01 

FP 307.01 

FF 307.02 

FF 308.01 

GT 309. C6 

GT 500.01 

GT 600. O^l- 

GT 601.01 



. DELAY 1/2 
DELAY 1/2 



. DELAY 1/2 



DELAY 1/2- 



Figure 75 
TIMING FOR CLEAR AND SUBTRACT 



OPERATION: KULTIPLY AND RODNDOrP or 



CONTROL TIKE PUL3E» 



PROaRAM 
TIMINO 



OPERATION 
TIMING 



PROWAM COUNTER TO BUS 

PROa. COUNTER TO CHECK REGISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SVflTCH 

CONTROL SWITCH TO BUB 

BUS TO STORAGE SWITCH 

QTpIUVGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHEOS REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REGISTER 

CLEAR PROffilAH REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROffiUM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READODT 

STORAGE TO CHECK REGISTER 

BUS TO ArREGISTER 

A-REGISTER TO BUS 

SUBTRACT: A-REGISTER TO ACCUH. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGISTEH 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REGISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B- REGISTER 

CLEAR STORAGE 

CLEAR PROGRAM COUNTER 

SPECIAL CARRY 

STOP CLOCK PULSES TO TIME DIST. 



or 102.02 
GT 102.03 
GT 103.01 
GT 103.02 
GT loU.Ol 
GT IOU.02 
or 201,01 
GT 201.02 
GT 203,02 
GT 203.03 
GT 305.01 
GT 305.02 

or 601,01 



GT 102.01 
GT 102.02 

or 103.02 

GT 203.01 

or 203.02 

GT 203.03 

GT 301.01 

GT 301.02 

GT 301. Olt 

GT 301,05 

GT 302.02 

GT 302,03 

or 302. oil- 

GT 302.20 

or 303.0$ 

GT 30U.0't- 

or 3oit.o5 

GT 30U.07 

or 30't.og 

FP 306.01 

FP 307.01 
FP 307.02 
FF 308.01 

or 309.06 

GT 500.01 
GT 600. Olt 

or 601.01 



± 



DEUY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 76 
TIMING FOR MULTIPLY AND ROUNDOFF 



OPERATION: MULTIPLY AND HOLD FULL PRODUCT mh 



CONTROL TIKE PULSES 



PROGRAM 
TIMING 



OPERATION 
TIMING 



PROGRAM COUNTER TO BUS 

raOO. COUNTER TO CHECS REGISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUB 

BUS TO STORAGE SWITCH 

DTORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-RE0I3TER 

CLEAR PROGRAM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-REGISTER 

A-REGI3TER TO BUS 

SUBTRACT: A-REGISTER TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REOISTER 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REGISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

tiUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REGISTER 

CLEAR STORAGE 

CLEAR PROGRAM COUNTER 

SPECIAL CABRX 

STOP CLOCK PULSES TO TIME DI3T. 



GT 102.02 
OT 102.03 
GT 103.01 
GT 103.02 
OT lOlV.Ol 
GT lO't.02 
OT 201.01 
OT 201.02 
GT 203,02 
GT 203.03 
GT 305.01 
OT 305.02 
GT 601. 01 



OT 102.01 
OT 102.02 
OT 103.02 
OT 203.01 
GT 203.02 
GT 203.03 
OT 301.01 
OT 301.02 
GT 301. Ct 
OT 301.05 
OT 302.02 
OT 302.03 
GT 302. Olt 
OT 302.20 
OT 303.0s 
OT 3O'».0lt- 
OT 30lt-.05 
GT 30U.O7 
OT 301+.08 

rr 306.01 
rr 307.01 

FP 307.02 
FF 30s. 01 
OT 309.C6 
OT 500.01 
OT 600. Ol)- 
OT 601.01 



DELAY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 77 

TIMING FOR MULTIPLY AND HOLD FULL 
PRODUCT 



OPERATION: PIVIPE dv 



CONTROL TIKE PULSES 



PRCORAM 
TIMINa 



OPERATION 
TIMING 



PROGRAM COUNTER TO BUS 

PROO. COUNTER TO CHECK REGISTER 

BUS TO PROOHAM RE&ISTER 

PBOOHAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAX COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REGISTER 

CLEAR PROGRAM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-REGISTER 

A-REGISTER TO BUS 

SUBTRACT: A-REOISTER TO ACCUM. 

ADD: A-REOISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGISTER 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REOISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REGISTER 

CLEAR STORAGE 

CLEAR PROGRAM COUNTER 

SPECIAL CARRY 

STOP CLOCK PULSES TO TIME PIST. 



GT 102.02 

GT 102.03 

OT 103. 01 

GT 103.02 

OT lOli.Ol 

OT 10lV.02 

OT 201.01 

OT 201.02 

GT 203.02 

GT 203.03 

OT 305.01 

GT 305.02 

OT 601.01 



OT 102.01 
GT 102.02 
GT 103.02 
OT 203.01 
OT 203.02 
OT 203.03 
OT 301.01 
GT 301.02 
OT 301. OU 
OT 301.05 
GT 302.02 
GT 302.03 
OT 302. OU 
GT 302.20 
OT 303.0s 

OT 30l^.0'^■ 

GT 30lt.05 
GT 30!;. 07 
OT 30'+. OS 

rr 306.01 

FF 307.01 

FF 307.02 

FF 308.01 

GT 309. C6 

OT 500,01 

OT 600. Oli 

OT 601.01 



DELAY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 78 
TIMING FOR DIVIDE 



OPthATIOH: TRANSFER TO STORAGE to 



OOt.TfiCL TIKt PUL3E.3 



PROGRAH 
TIMING 



OPERATION 
TIMING 



PROORAM COUNTER TO BUS 

PROO. COUNTIlR to check REGISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUB 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REGI3TEH 

CLEAR PROGRAM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK HEOISTEH 

BUS TO A-REGI3TER 

A-REGISTER TO BUS 

SUBTRACT: A-REGISTER TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-RE0I3TEH 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REOISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REGI3TER 

CLEAR STORAGE 

CLEAR PROGRAM COUNTER 

SPECIAL CARRY 

STOP CLOCK PUL3E9 TO TIME DIST. 



OT 10;'.02 

GT io;.o3 

GT 103.01 

GT 103.0? 

GT lOlt.Ol 

GT lO'l.Q? 

GT roi.oi 

GT ?01.02 

GT P03.0C 

GT :?03.03 

OT 30^.01 

GT 305,0? 

GT fOl.OI 



GT 10?. 01 

GT 102.02 

GT 103.02 

GT 203.01 

GT ?03.02 

OT 203.03 

OT 301.01 

GT 301.02 

OT 301. O^t 

GT 301.05 

OT 302.02 

OT 302.03 

GT 302. OU 

OT 302.20 

OT 303.0s 

OT ^oU.O'-i- 

OT 304.05 

GT 30!;. 07 

OT 30!;. OS 

FT 306.01 

FF 307.01 

FF 307.02 

FF 30g,01 

GT 309. C6 

OT 500.01 

OT 600, Clt 

OT 601.01 
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DELAY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY l/£ 



Figure 79 
TIMING FOR TRANSFER TO STORAGE 



OPEHATION; BHirr RiaHT tr 



GONTROI, TIKE PULSES 
2 ■} K 3 6 7 B ISjIf 



PRCaRAM 
TXKINO 



OPERATION 
TIHINa 



PROGRAM COUNTER TO BUS 

PROa. COUNTER TO CHECK REaiSTEB 

BUS TO PROGRAM REOIBTER 

PROCHiAM REaiSTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL 3VITCH TO BUS 

BUS TO STORAQC SWITCH 

STORAGE SWITCH TO BUB 

BTORAOE READOUT 

STORAOE TO CHECK REftlSTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REOISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE BWITOH 

CLEAR A-REGISTCR 

CLEAR PROORAK REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUB 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-HEGI3TER 

A-RSaiaTER TO BUS 

SUBTRACT. A-RE0I3TER TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

AOOUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B.REOIBTER 

CARRX 

ROUHDOrf 

TRODQCT SIGN 

ACCUMULATOR SIGH 

A-REGISTER SIGN 

COMPARE 

MULTIJtr 

SHIFT LSIt 

SHIFT RI<nT 

DlV)tfft 

SPECIAL ADD 

BUS TO OUTPUT . DISPLAY 

ARXTHMKTiq OfSOK 

BUS TO CHJtOX RKaiSTBR 

CLEAR AOCtlMULATOR 

CUCAR B-RSGIBTKR 

QUCAH STORAGE 

CLEAR PROGRAM aoUNTgR 

SPECIAL OARia 

aTi>P CLOCK PUL$ES TO TIME DISS 



or 102.02 




1 
















1 






OT 102.03 
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DELAY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY l/£ 



Figure 80 
TIMING FOR SHIFT RIGHT 



OPEBATIOS: SHIFT LEFT el 



CONTROL TIKE PUL3E3 



PROaRAM 
TIMING 



OPERATION 
TIMIBO 



PROGRAM COUNTER TO BUS 

PROG. COUNTER TO CHECK REGISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUtlTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REGISTER 

CLEAR PRO(H<AM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK. 



BUS TO PROGRAM. COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A^REGISTER 

A-REGISTER TO BUS 

SUBTRACT : A-REOISTKl TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGISTEH 

CAHHX 

RpuNDorr 

^PRODUCT SIGN 
.AG0yMUU.TOR siaii 
A-REGISTER SIGN 
COMPARE 
MULTIPU: 

SHIFT. LEFT 

SHIFT RIGHT 

DIVIDE 

.SPECIAL ADD 

BUB TO OUTPUT -.DISPLAY 

ARITHMETIC CHECK 

BUB TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REGISTER 

f)lMR STORAGj: 

CLEAR PROGRAM QOUN'.'ER 

SPECIAL CABIOr 

STOP GWCl PyUES TO TIKE DI3T. 



OT 102.02 

or 102.03 

OT 103.01 
GT 103.02 
GT loU.Ol 
OT 10lt.02 
OT 201.01 
GT 201.02 
GT 203.02 
GT 203.03 
OT 305.01 
OT 305.02 
OT 601.01 



GT 102.01 
OT 102.02 
OT 103.02 
OT 203.01 
GT 203.0? 
OT 203.03 
OT 301.01 
GT 301.02 
GT 301.04 
OT 301.05 
OT 302.02 
GT 3P2,.03 
OT 3P2..0'1 
OT 302.20 
QT 303.08 
OT 3plf.04 
OT 30't.O5 
OT 304.Q7 
OT 304, Ojg 

w 306.01 
rr 307.01 
rF_ 307. P2 

T? 3O8.OI 
OT 309,06 
GT 500.01 

OT 6oo.o4 

OT 601.01 



DELAY 1/2 



DELAX 1/2 



DELAY 1/2 



Figure 81 
TIMING FOR SHIFT LEFT 



OPERATION: SDBPROORAM ep 



CONTROL TIKE PULSES 



PROGRAM 
TIMING 



OPERATION 
TIMING 



PROORIM COUNTER TO BUS 

PROG. COUNTER TO CHECK REGISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-HEGISTER 

CLEAR PROCHUM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-REGI3TEH 

A-REGISTER TO BUS 

SUBTRACT: A-REGISTER TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMUIATOR TO CHECK REGISTER 

ACCUMULATOR TO S-REGISTER 

CARRY 

ROUNDOrP 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REGISTER SIGN 

COMPARE 

MULTIPLY 

SHIFT LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-REGISTER 

CLEAR STORAGE 

CLEAR PROWAM COUNTER 

SPECIAL CARRY 

STOP CLOCK PULSES TO TIME DISI. 



GT 102.02 
GT 102.03 
GT 103.01 
GT 103.02 
GT lOli.Ol 
GT 10l;.02 
GT 201.01 
GT 201.02 
GT 203.02 
GT 203.03 
GT 305.01 
GT 305.02 

or 601.01 



OT 102.01 
at 102.02 
GT 103.02 
OT 203.01 
GT 203.02 
GT 203.03 
OT 301,01 
OT 301,02 
GT 301. OU 
GT 301.05 
GT 302.02 
OT 302.03 
OT 302. OlJ^ 
OT 302.20 
OT 303.08 
GT 301*. Ol^ 
OT 30l*,05 
GT 30!;. 07 
OT 30^^,08 
FF 306,01 

rr 307.01 

FF 307.02 

rr 308.01 
or 309.06 
Gi 500.01 

GT 6OO.0U 

or 601.0X 



DEUY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 82 
TIMING FOR SUBPROGRAM 



OPEKATION: OOMPARK op 



CONTROL TIKE PUL9X5 
23*5*78123'* 



rROORAM 
tlHINO 



OPERATION 
TIMINO 



PHOORAM COUNTER TO BUS 

PROa. COUNTiSt TO CHECK RESIdTER 

BUB TO PHOffiUN REOIOTER 

PROORAM REOISTER TO BUS 

BUS TO COSTROL SVITOH 

CONTROL BWITCB TO BUS 

BUS TO STORAU SWITCH 

■TORAOS SWITCH TO BUS 

STORAaE READOUT 

STORAOK TO CHECK REOISTCR 

BUS TO STEP COUNTER 

STEP COUNTIB TO BUS 

BUS TO OREOX REGISTER 

START DELAY COUNTER 

ADD TO PROORAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR 3T0RA0S SWITCH 

CLEAR A-RSaiSTER 

CLEAR PBOORAM RBaiSTGR 

CLEAR STEP COUUTEB 

TRANSrSR CHECK 



BUS TO PROORAM COQNTER 

PROORAM COUNTER TO BUS 

PROGRAM REOIBTER TO BUS 

BUS TO STORAOK 

BTORAaS READOUT 

STORAGE TO CHECK REOISTER 

BUS TO A-REOISTER 

A-RSai3TER TO BUS 

8UBTIUCT: A>REaiSTER TO ACODM. 

ADD: A-RECISTER TO ACCUMULATOR 

ACCUMULATOR fO BUS 

ACCUMULATOR TO CHECK REOISTER 

ACCUMULATOR TO B-REOISTER 

CARRX 

RonNoprr 

PRODUCT SION 

AcaunnjkTOR sign 

A-HEai3TER SION 

OOMPARX 

MDLTIPUr 

8HIJT LEFT 

SHIFT RICBT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DX8PLAX 

ARiTHMETIC CHECK 

BUS TO CHBCK REOlbTBR 

CLtAR Ai}CtmULATOR 

2LEAH BrRSaiSTKH 

CLEAR STORAOK. 

ClfAR PRO(HtAM COU)iT$l 

SPECIAL CANtt 

STOP CLOCS raUSff TO TIMS DISS. 



or 102.02 
OT 108.03 
OT 103.01 
or 103.02 
OT lOlt-.Ol 
OT 10f.O2 

or 201.01. 

OT 201.02 
Of 203.08 
CT 203.03 
CT 305.01 

CI 305.02 
or 60X.01 



or 103.01 

or 102^02 

or 103,03 
or 2P3.01. 
or 203.02 
or 203.03 
CT 301.01 
or 301.02 
or 301.0.4 
or 301.05 

OT 302.02 

or 302.03 

or 308..,Ol4- 
OT 30g.gO 
OT 303. 0« 
OT jok.pk 
OT 30»».05 
OT 30"*- 67 
OT 30li,O{i 

rr 306.01 

Tf 307»OX 

rr 307*02 
r? 30«.o.i 
OT 309.06 

OT 50O.QI 
OT iOQ.O^ 
OT 60UOI 



DELAY 1/2 
DBLAX l/Z 



DELAX X/2 



PZLMC 1/e 



Figure 83 
TIMING FOR CONDITIONAL PROGRAM 



OPERATIOH: TRANSnOt DiaiTS td 



CONTROL TIXE PULSES 



PROORMI 

iiKiMa 



OPERATION 

TiNiaa 



|>R00ilAM COUNTED TO BUS 

pRoa. oouNTra to check REaiStE^ 

BOB TO PROGRAM RSaiSTER 

PROORAM REOISTiSl TO BUS 

BV8 TO CONTROL SWITCH 

iOOHTROI. SWITCH tO BUB 

BUS TO STORAOE SWITCH 

jRTOQAaE SWITCH TO BUS 

BIORAaE READOUT 

STORAQE TO CHECK REaiSTER 

BUS TO STEP COUVTER 

STEP COUNTER TO BUB 

BUS TO CHNK RESISTER 

START DELAY COUNTER 

ADD TO PROIHIAM OOUNTElT 

CL£AR CONTROL SWITCH 

CLEAR STORAOC SWITCH 

CUUR A-RE0I8TER 

CLEAR PROORAll REOISTCR 

OI£Ml STEP COUNTER 

TRANSFER omOK 



BUS TO PROffiUM CODNTER 

PROORAM COUNTER TO BUS 

KtOORAM REOISTER TO BUS 

SOS TO STORAOE 

STORAOE READOUT 

STORAOE 10 CHECK REOISTER 

BOS TO A-RE0I3TER 

A-REOISTER TO BUS 

SUBTRACT: A-REdlSTSR TO ACCOM. 

ADD: A-REOISTER TO ACCUMULATOR 

ACOUHULATOR TO BUS 

ACCUMULATOR TO CHECK RtOISTSR 

AOOUMOLATOR TO B-RE0I9TKR 

OARKZ 

ROUNDOFf 

PRODUCT SIGN 

APOUMULATDR BI0!1 

A-REOISTER SION 

COMPARE 

MDLTIPLZ 

8BXI3 LEFT 

SHIFT Rioar 

DIVIDE 

SPEClU. ADD 

BUS TO OUTPOT . DX8PLAX 

ARiTHMETid CHECK 

BUB TO OHBOK RSOIBTER 

OLEAA ACCUMULATOR 

CLEAR B-RSOIST^ 

OLGAR StORAOr 

OLKAP PROORAM COONT^ 

SPECIAL CABKr 

STOP CLOCX raUZS TO TtKB D^ST. 



or 102.02 

or 102,03 

OT 103.01 

or 103.02 

OT lOlV.Ol 
or lQlV.02 
OT 201.01. 
or 201.02 
OT 203.02 
OT 203.03 

or 305,01 

OT 305.02 

m 601.01 



OT 102..0\ 
OT 102,02 
OT 103,02 
OT 203.01 
OT 203.02 

<w 203.03 

OT 301.01 
OT 301.02 
OT 301.01* 
OT 301.05 
QT 302.02 
OT 302.03 
OT 302..Q?t 
OT 302.20 
OT 3P3.Q« 
OT 30^.01* 
OT 30^.05 
OT 3.04»Q7 
OT 3pU,og 

tf 3o6,;oi 

Tt 307»Q1 
FF 307,02 
,FF 308»Q1 
OT 309.06 
OT SOCOl 
OT 600«0lf 
OT £01.01 



I.PSLAY 1/2 
1. DELAY 1/2 



DELAX .1/2 



DEiJCr 1/a 



Figure 84 
TIMING FOR TRANSFER DIGITS 



OPERATION: SPEOIAL ADD sa 



CONTBOL TIME PULSES 

l^3'^567«l2 3'^ 



PROaiUM 
TIKCNa 



OPERATION 
TINIHO 



FROCHUM COUNTER TO BUS 

PROS. COUNTER TO CHECK RESISTER 

BUB TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

OOHTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP GOUMTXa 

STEP COUNTER TO BUS 

BUS TO OHECK REGISTER 

START DELAX OOUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONTROL SWITCH 

CLEAR 3T0RA(» SyiTOH 

CLEAR A-REGISTER 

CLEAR PROGRAM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHEOX 



BUS TO PROGRAM OOONTER 

PROffilAM COUNTER TO BUS 

PROCHUM REGISTER TO BUB 

BUS TO STORAGB 

STORAGE READOUT 

STORAGE TO OHECK REGISTER 

BUS XO Ar-REGISTER 

A-REGISTER TO BUS 

SUBTRACT: A-RE0I3TER TO ACODM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUB 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGISTKR 

OARHX 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REGISTER SIGN 

COMPARE 

MULTIPLX 

SBirr LEFT 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DtSPIJLX 

ARITHMETIO CHECK 

BUB TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR^ B-REGISTER 

CLEAR STOHAGE 

CI£AR FRO(»iAM COUKT^ 

SPECIAL CARRX 

STOP CLOCK niLSES: TO TIMS DI3I, 



OT 102.02 
GT 102.03 
OT 103.01 
GT 103.02 
OT lOU.Ol 
GT I0U.02 
GT 201.01 
OT 201.02 
GT 203.02 
GT 203.03 
OT 305.01 
OT 305.02 
OT 601.01 



OT 102.01 
GT 102.02 
OT 103,02 
OT 203.01 
OT 203.02 
OT 20J.0J 
OT 301,01 
OT 301.02 
GT 301.01* 
GT 301.05 
GT 302.02 
QT 302_.03 
OT 3P2.01*- 
OT 302.20 
OT 303.06 
GT 30f*,0l* 
OT 3Qlt.05 
GT 30't..Q7 
GT 30U-.08 
FF 306.01 

rf. 307.01 

FF 307.02 
FF 308.01 
GT 309.06 
GT 50.Q.QI 
OT 60Q.0i* 

an 6Q1.01 



PKUT 1/2 
DEUX i/Z 



DEUX 1/2 



DELAT l/£ 



Figure 85 
TIMING FOR SPECIAL ADD 



OPERATION: STOR£ AND DI3PLAX sd 



CONTROL TIKE PULSES 



PROGRAM 
TIHINQ 



OPERATION 
TIMING 



PROCmAN COUNTER TO BU9 

PHOa. COUNTER TO CHECK REQISTER 

BUS TO PROGRAM REGISTER 

PROGRAM REGISTER TO BUS 

BUS TO CONTROL SWITCH 

CONTROL SWITCH TO BUS 

BUS TO STORAGE SWITCH 

STORAGE SWITCH TO BUS 

BTORUGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO STEP COUNTER 

STEP COUNTER TO BUS 

BUS TO CHECK REGISTER 

START DELAY COUNTER 

ADD TO PROGRAM COUNTER 

CLEAR CONmOL SWITCH 

CLEAR STORAGE SWITCH 

CLEAR A-REGISTER 

CLEAR PROGRAM REGISTER 

CLEAR STEP COUNTER 

TRANSFER CHECK 



BUS TO PROGRAM COUNTER 

PROGRAM COUNTER TO BUS 

PROGRAM REGISTER TO BUS 

BUS TO STORAGE 

STORAGE READOUT 

STORAGE TO CHECK REGISTER 

BUS TO A-REGISTER 

A-REGISTER TO BUS 

SUBTRACT: A-REGISTER TO ACCUM. 

ADD: A-REGISTER TO ACCUMULATOR 

ACCUMULATOR TO BUS 

ACCUMULATOR TO CHECK REGISTER 

ACCUMULATOR TO B-REGI3TER 

CARRY 

ROUNDOFF 

PRODUCT SIGN 

ACCUMULATOR SIGN 

A-REGISTER SIGN 

COMPARE 

MULTIPLT 

SHIFT ixn: 

SHIFT RIGHT 

DIVIDE 

SPECIAL ADD 

BUS TO OUTPUT - DISPLAY 

ARITHMETIC CHECK 

BUS TO CHECK REGISTER 

CLEAR ACCUMULATOR 

CLEAR B-R£GISTER 

CLEAR STORAGE 

CLEAR PROGRAM COUNTER 

SPECIAL CARRY 

STOP CLOCK PULSES TO TIME DIST. 



or 102.02 
GT 102.03 
GT 103.01 
GT 103.02 
GT lOl^.Ol 
GT 10>t.02 
GT 201.01 
GT 201.02 
GT 203.02 
GT 203.03 
GT 305.01 
GT 305.02 
OT 601,01 



or 102.01 
GT 102.02 
GT 103.02 
OT 203,01 
GT 203.02 
GT 203.03 
OT 301.01 
GT 301.02 
OT 301. OU 
GT 301.05 
OT 302.02 
GT 302.03 
GT 302.01V 
OT 302.20 
GT 303.08 
GT 301^,01^ 

OX 301*. 05 

GT 30'V.O7 

OT yik.oi 
n 306.01. 

FF 307.01 
FF 307.02 
FF 308.01 
OT 309.06 
GT 500.01 

OT 6oo.oiv 

OT 601.01 



DELAY 1/2 
DELAY 1/2 



DELAY 1/2 



DELAY 1/2 



Figure 86 
TIMING FOR STORE AND DISPLAY 



UNIT COPE KtlMBgRt 



LETTER SYMBOLS 



DRAWINO SYMBOLS 



100 Oontrol 



101 
lOS 
101 
104 
105 
106 

107 
106 
109 



Master Olooic 

Program Counter 

ProKTsm Regleter 

Control Switch 

Operation Matrix 

Time Pulse Distributor 

Operation Timing Matrix 

Program Timing Matrix 

Zapeat Switch > (Remored from S^sttoa) 



POO Storage 

SOI Switch 

SOS Toggle Switch Storage 

S03 Flip Flop Stroage 

300 A»ith»»tKi tt»ment 

301 A-Regi8t«r 
30s Aoounulator 

303 B-Register 

304 Sign Oontrol 
3d5 Step Counter 
Wb Multiply 
i07 Shift 

3O8 Olviae 

IWO Input 
500 Output 
600 Oheoicing 
601 OhAck Besiater 



AO AflouBulator 

BA Suffer Amplifier 

BO Jinary jSoder 

BD Bus Driver 

DX Delay Klenent 

VS Klcotronio Switch 

FD Frequenoy DiTider 

FF Flip Flop 

or Gate Tube Circuit 

10 Intensity Control Cirouit 

PF Pulse Forming Circuit 

ST Jtorage J[ube 

TO Irigger Pulse ^eneratnr 

TP liming £ulse Oenerator 

XT Trigger Tube 



Single Channel Line 



-y8/ r- Multiple Channel Line 



l^- 



Branch Connections 
Vindicating Direction 
'^ of Flow of Data 



Figure 87 
PARALLEL DIGIT COMPUTER CODES 



